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Are You Enrolled 
In The 83 Per Cent 


A T the eleventh annual conven- 

tion. of the independent Oil 
Men’s Association at Chicago, 
which ended October 23, 409 active 
oil men were registered. These 
men represent the refining, market- 
ing and jobbing ends of the oil in- 
dustry in all parts of the country. 
They are successful, representative 
men in their business. 

Of these 409 men, 340 are bona- 
fide, paid subscribers of National 
Petroleum News. Most of them feel 
that they would not want to do 
business without it because it keeps 
them in up-to-the-minute touch 
with every phase of the oil industry 
the world over. And the successful 
oil man has to be kept in touch with 
a field that is bigger than his own 
town, bigger than his own business. 

Is there an event anywhere that 
is of vital interest to the oil indus 
try? No matter where it is, a Na- 
tional Petroleum News man is on 
the job to get the news of it to the 
petroleum industry promptly and 
accurately. Is there a plant erected 
where new methods are used, 
where some forward step in con- 
struction or in operation is taken? 
National Petroleum News. staff 
men describe the plant or the pro- 
cess with words and pictures for 
the benefit of the industry. 

Isn't it significant that 83 per 
cent of a given gathering of repre- 
sentative men of the oil industry 
are subscribers and readers of Na- 
tional Petroleum News? 

Can you afford to be without this 
paper that brings you the news of 
the industry every week? 
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WORLD looks to America for greater industrial pro- 
duction. The Union Symbol is the rising sun of opportunity to 
the Nation’s buyers of oil—the life force of industry — lighting 

the way to more concerted effort and greater achievement. 

By unwavering application of high standards and untiring efforts in your 
behalf, this organization has gained and will maintain its present preeminence among the 
largest users of Petroleum Products. The Union Petroleum Company is a National Institution [im One 

on whose products and performance you may with confidence rely. — 
Send us your orders—from a can to a cargo 


Union Petroleum Company ba gon 


New York Philadelphia—Chicago Kansas City 
Pittsburgh San Francisco 
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Eleventh I.0O.M.A.Convention Breaks All 
Previous Records 


Staff Special 

CHICAGO, Oct. 23 
eleventh annual convention 
Independent Oil Men’s Asso- 
which closed here tonight 
Hotel was the best con- 
the history of the association. 
the consensus of opinion of the 
1 and women from all parts 

at the con- 


gress 


who registered 


time the first session of the 
was called to order by Presi- 
at 10 o'clock Tuesday 
til the convention crowd broke 

ing following the conclusion 
ial banquet tonight, everybody, 
who attended in 
before, seemed 


Sweney, 


e ladies, 
ers than ever 
a good time. 
vas not only from a social stand- 
m the standpoint of attend- 
vention was a record- 
From a business stand- 
» judge from the opinions 
the exhibitors who met with 
Grant this noon, and from 
tending the convention went 
ill previous occasions of the 
all the representatives of 
had bought space in the 
to display their goods ex 
iction at the results they ob 
lared they will be represent- 
ntion next year. 


] 


hief features of the entire 
vas a ringing message deliv- 
yr General Leonard Wood, 
iker at the banquet. The 
loyalty to one flag, stamp- 
licalism and disloyalty wher- 
their heads and the settle- 
xing problems now disturb- 
between capital and labor 
tion of the Golden Rule and 
His address will be found 


address brought the audi- 

vith cheers repeatedly, and 

ifter the banquet was over 

heard him would carry 
home with them. 
Amend Constitution 

morning session was de- 

ling of reports by Secretary 

lent Sweney and Traffic Man- 

he election of officers and 

»f an amendment to the 

viding for increasing the 

e presidents from one to 

rging the directorate from 


T. J. Gay 
New President of the I. O. M. A. 
six to eight. In bringing up the amend- 
ment, President Sweney said 
industry, the growth 
importance of 


‘The growth of the 
of our association and the 
giving the more remote districts, remote 
from the middle west, a greater share in 
the activities of the association, = 
prompted a suggestion that the numl 
of vice presidents and the number of 
rectors be increased. We want t 
more activity in the south; we want 
place more responsibility in the east 
becoming more 
should have 
who have certain 


work is 
and we 


‘The association 
important to all of us, 
more activities by men 
responsibilities placed on them for the 
prosecution of the work. We think this 
done by having vice presidents in 
districts with whom these 


} tendured 
e€ introduced 


can be 
the different 
matters can 





NOTICE TO READERS 

A full account of the im- 
portant speeches and actions 
taken by the convention will 





be found on pages 23 to 34. 








In line with this plan for securing 
wider activity, the amendment provides for 
the division of the country into three 
zones with a vice president for each zone. 
The language of the amendment with re- 
gard to this reads: “The vice presidents 
shall also be members of the board of 
directors and have all the duties of presi- 
dent in their respective zones.’ 

The part of the amendment dividing the 
country into zones reads as follows: 

“For the purpose of better furthering 
the interests of the different members of 
this association and in order to develop 
and encourage local organization work, 
this association shall divide the United 
States into three zones. 

“Maine, New Hampshire, Vermont, 
Rhode Island, Massachusetts, Connecticut, 
New York, New Jersey, Pennsylvania, 
Delaware, Maryland, Virginia, West Vir- 
ginia, North Carolina, South Carolina, 
and District of Columbia shall be con- 
sidered as the eastern zone. 

“Indiana, Illinois, Michigan, 
Ohio, Kentucky, Alabama, 
Georgia, Florida and Mississippi shall be 
considered as the middle zone. 

Missouri, Arkansas, 
Kansas, Ne- 
Dakota, 
Mex- 
Cali- 
shall 


Wisconsin, 


Tennessee, 


low a, 
Oklahoma, 


“Minnesota, 
Louisiana, Texas, 
braska, South Dakota, North 
Montana, Wyoming, Colorado, New 
ico, Arizona, Utah, Idaho, Nevada, 
fornia, Arkansas and Washington 
be considered as the western zone.” 


Gay Elected President 

loption of the amend- 
who refused a 
placed in nomi 


associa- 


Following the ad 
ment, President Sweney, 
second term as president, 
nation for the presidency of the 
tion Thomas J. Gay, head of the Gay Oil 
Company, Little Rock, Ark., and former 
vice president, whom he characterized as 
“a man with broad ideas, vigorous action, 
one whom we have 


always had with us 
counseling around 


the directors’ table, a 
man whom I think you all know—I pity 
you if you don’t.” The nomination was 
seconded by W. H. Barber, of the W. H. 
Barber Agency Company, of Minneapolis 
who also paid a tribute to Mr. Gay, and 
he was unanimously elected. 

In a few words Mr. Gay asked the as 
and cooperation of the members 
association and pledged his best 
success and progress of the 


sistance 
of the 
efforts for the 
organization. 

“I’d be very ungrateful if I 
a word regarding this signal honor of 
election as president,” he said. “I deeply 
appreciate it. That is unnecessary to say, 


didn’t say 
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S. S. Cramer 
Vice President 


[ am sure, but I also realize the responsi 
bility that this office carries with it. 

“I shall need the assistance and the con 
structive criticism of every member of this 
organization, and you can rest assured that 
I will do all in my power to make this the 
best year, altho I realize that to follow 
some of the fellows that have gone before, 
it is going to be hard. At the same time, 
there is a great deal of work to do, the 
field is a large one and with the support 
of the directors in the future as they have 
given in the past, I feel sure that we can 
work out a plan that will profit the organ 
ization. 

H. FE. Mills, of the C. E. Mills Oil Com 
pany, Syracuse, was re-elected to the board 
of directors. Mr. Sweney was elected to 
succeed F. E. Van Tilburg, of the Van 
Tilburg Oil Company, Minneapolis, and 
W. O. Hudson, of the Marine Oil Com 
pany, New Orleans, and J. T. Davies, 
Davies Oil Company, Fairfield, Iowa, wer 
named as new directors. Against his pro 
test, A. J. Squier, of the Warren Lubri 
cant Company, was re-elected sergeant-at 
arms. He was nominated by Judge M. J. 
Byrne, who said: 

“I don’t know what we could do with 
out A. J. Squier. I don’t say that be 
cause he comes from way down east, but 
during the time that I have been active in 
the work of this association, no matter 
what we wanted some live wire to do, 
whether to get the members into meetings, 
to go out and see that we had taxicabs 
enough so that we got somewhere, whether 
it was to see that we got home in time, or 
whether it was to entertain the ladies as 
nobody else can do, we always called for 
Squier, and he has always responded and 


done it well.” 

This afternoon the directors held a 
meeting at which the three vice presi 
dents provided for in the amendment to 
the constitution were named as follows 


H. E. Mills, Syracuse: G. T. Wofford. 
G. T. Wofford Oil Company, Birmingham, 
Ala., and S. S. Cramer, Wadhams Oil 
Company, Milwaukee. 

P. C. Crenshaw, of the Home Oil Com 
pany, Chicago, was named director in 
place of President Gay, and Hugh Quinn, 


of the National Oil Company, Boston, was 
named in place of Mr. Mills, elevated to 
vice president. 











The convention opened with a ses- 
sion at 10 o’clock Tuesday morning, at 
which President Sweney presided. The 


subject for discussion was “A Recognized 
Code of Proper 3usiness Practices.” 
Speakers were A. J. Callaghan, president 
American Oil Corporation, Jackson, Mich. ; 
T. B. Westgate, president American Oil 
Works, Titusville, Pa. : Louis McNally, 
secretary Wadhams Oil Company, Mil- 
waukee; Sheldon Clark, Sinclair Refining 
Company, Chicago; F. E. Van Tilburg, 
president Van Tilburg Oil Company, 
Minneapolis; Hugh A. Quinn, president 


é 


National Oil Works, Boston; G._ T. 
Wofford, president G. T. Wofford Oil 
Company, Birmingham, Ala., and P. C. 


Crenshaw, president the Home Oil Com- 
pany, Chicago. At the afternoon session 
the speakers were Col. Nathan William 
MacChesney, of Chicago; Percival G. 
Rennick, Peoria, Ill.; Richard Waterman, 
secretary of the railroad committee of the 
National Chamber of Commerce. In the 
evening the visitors were entertained with 
a vaudeville show in the Gold Room of 
the hotel. Tuesday was largely given up 
to registering and the meeting of old 
friends. 

Wednesday morning was given up to a 
joint session of the I. O. M. A. and the 
United States Oil Inspectors’ Associa- 
tion, at which the oil inspectors endeavored 
to justify their right to existence in the 
capacity of oil inspectors. The meeting 
was presided over by Judge C. D. Cham- 
berlin, secretary and general counsel of 
the National Petroleum Association. At 
the Wednesday noon luncheon session the 
principal speakers were R. L. Welch, sec- 
retary of the American Petroleum Insti- 
tute, and Pat Malloy, president of the 





NEW OFFICERS OF 
I. O. M. A. 
PRESIDENT 


T. J. Gay, Gay Oil Company, 
Little Rock, Ark. 


VICE PRESIDENTS 
H. E. Mills, C. E. Mills Oil 
Company, Syracuse, N.Y. 
G. T. Wofford, G. T. Wofford 
Oil Company, Birming- 
ham, Ala. 
S. S. Cramer, Wadhams Oil 
Company, Milwaukee 


DIRECTORS 
P. C. Crenshaw, President 
Home Oil Company, Chicago 
Hugh A. Quinn, President Na- 
tional Oil Works, Boston 
J. T. Davies, Davies Oil Co., 
Fairfield, Ia. 
W. O. Hudson, Marine 
Company, New Orleans 


G. I. Sweney, Bartles-Sweney 
Oil Company, Peoria, Ill. 


SERGEANT-AT-ARMS 


A. J. Squier, Warren Lubricant 
Company, New York, re- 
elected 


Oil 














H. E. Mills 
Vice President 


Western Petroleum Refiners’ Associ 
Wednesday evening the members 
entertained at a dinner dance at the 
Shore Country Club. Thursday n 
there was a golf tournament, to 
jobbers, refiners and supply men 
eligible, on the links of the Evanst 
Club. The White Company, of Cle 


1 


provided automobiles to take the part 


the golf links. 

were special features { 
ladies, including luncheons and 
parties. All the entertainment 
were in charge of A. J. Squier, a1 
success with which they were all 


There 


+ 


iCe 


out gives an indication of the reason 
O. M. A. refused to let him es 


the I. 


re-election as sergeant-at-arms. 


Ask Stabilization 
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Of Foreign Credits 


Staff Special 

CHICAGO, Oct. 22. — At th 
M. A. convention luncheon this n 
resolution was adopted to urge up 
International Trade Conference, 
sion at Atlantic City, the 
formulating a program calculat« 
stabilize international credits. 

The motion was offered by Judge 


Byrne, of the Connecticut Oil Com 


Waterbury, Conn. Judge Byrne sa 
“It has been suggested that 

be proper for this organization at thi 

to say something concerning the a 

of the organization with regard 

stabilization of international credit 

this resolution has been prepared 


+ 


+ 


the idea of presenting it to you for a¢ 


““*Whereas, It is not possible to « 
foreign commerce freely owing 
moralization of foreign exchange, ‘ 

“ “Whereas, It is desirable to corr 
condition, be it therefore 

“*Resolved, That we respectful 
upon the 
in session at Atlantic City the 
of formulating some _ internatio! 
looking to the stabilizatior 


gram 
credits.’ ” 


ternational 
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‘rance Needs 700,000 Barrels A Month Of 
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By Special Correspondent 
ATLANTIC CITY, Oct, 25 


American petroleum products, 
cially fuel oil, will play an 


enormous part in the rehabilitation 


ted European countries, was 


made known with the submission 


rt of the petroleum committee 
ternational Trade Conference 
1 body of the conference which 
\ctober 20 to 25, inclusive. The 
drawn after the members of 


nittee had conferred with the 
alian and Belgian delegates. 
importance of American fuel 


ing European industries anew, 
will not be known — until 
vorts of the petroleum com- 
been approved and recom- 
agreed to by the French, Bel- 
Italian delegates. 
the preliminary conferences 
Tuesday and Wednesday, a 
the oil question was received 
with approval, even ap- 
was the only report in the pre- 
nference of any industry that 
situation. Out of four 





e real 


lutions passed Friday afternoon, 
ned the petroleum industry. 


it Britain has not been included 
nations whose resources 
arefully reviewed by the Amer- 


ittee members, it was explained 


vice chairman and secre- 
sec- 


mith, 
ommittee, and assistant 
American Petroleum Insti 
use the British have no pe- 
lem. Italy is in the same 


France 


Coal Shortage Enormous 


rtage of coal is enormous, and 


jits 


of sufficiency of fuel has led 


ynsideration of converting all 


rial plants and railroads to the 


Belgium likewise has no pe- 


ut her needs are not as acute as 


} 
i 


lucing country. 


rance and Italy, for she is a 
Moreover, her 
en more rapid than in any 
Her pre-war needs will 


‘ 
is 
be 


the extreme of her demands. 


re 


ommendations are submitted 


nch, therefore, apply practically 


it have to 


resolutions of 
France are 


the 
with 


Italy, and 


do 


idered as equally applicable. 


report that so stirred 
ary conference, however, that 
an Smith sees the keystone of 
irch to rest. “The petroleum 
has furnished the way to the 
nounced Mr. Smith. “The 
ne of finance and credit. It 
that formulated the 
vas adopted, which stated 
support any plan proposed 
e and credit committee, and 
rata share and participate 


yn the 


ittes 


took such a step 
was that the 


ommittee 
de ( ision 


1 the surest wav to give 
tability and confidence was 
er committees feel that 


that will come in 


industry 


American Oil 


All grades of oil will be in demand in 
large quantities, the American committee 
concludes, with the predominance for the 
present given to fuel oils. Just how much 
gasoline will find its way abroad and the 
apportionment of that supply to the na- 
tions in need can be only roughly com- 
puted. 

So far as household consumption goes 
the use of oil for illuminant has perma- 
nently waned in Europe. That point is 
accepted by all the investigators who have 
been sounding the status of the trade. 
The reason is a natural sequence to the 
abrupt termination by war of imports of 
kerosene. That consumption was general 


among the poorer inhabitants, who found 


r 
in it the cheapest way to obtain light. Ne- 
cessity made it imperative that recourse 
be had to gas and electricity, and now 
there is little likelihood that any but the 


extremely impoverished will revert to 
kerosene. 
The Germans already have installed a 


general system, it was declared, and prac 
tically all electrical plants will be restored 
The Standard Oil report is that the ex 
port trade in kerosene shows no sign of 
reviving, and the falling off in the market 
is impressively great. 

That this, however, is more than offset 
by the increased volume of trade in fuel 
and lubricating oils and in gasoline, is the 
reassuring statement of Mr. Smith. “It 
will simply be a switch-about of the char 
acter of the goods exported,” he observed. 
The market will be so vast that all our 
resources will be taxed to their utmost 
for a long time to come in meeting the 
demand. Kerosene, after all, is but one 
product out of a multitude.” 


Reciprocal Recognition 


Of Friday’s two resolutions the chief 
one, in which the petroleum committee was 
given credit for its origin, dealt with the 
reciprocal reception for nationals. It de- 
clared that “it is the sense of the Inter- 
national Trace Conference that nationals 
of each country should be accorded recip- 
rocal recognition in foreign countries iden- 
tical with that accorded in their own coun- 
iy.” 

The second, for discontinuance of gov- 
ernment control, had for its purport that 

“Whereas, during the war the condition 
of commerce and industry was losing place 
under government control, and freedom of 
trade and the laws of supply and demand 
were set aside, and 

“Whereas, it was generally understood 
that this situation was purely temporary 


and would come to an end when normal 
conditions were re-established 
“Resolved, That it is the sense of the 


International Trade Conference that all 
restriction of natural economic laws 
should be lifted so far as the exceptional 
circumstances growing war will 
permit.” 

Without any official statement 
ing the requirements of foreign countries 
| the French mission 
has acquiesced report, it has been 
possible to ascertain to some 


degree an 
approximate survey of the general situa 
tion. 


out oft 
concern 


eing available until 
i 


tne 


According to the French delegates to the 
conference, France has no petroleum pro 
duction worthy of the name with the ex 
ception of Alsace. Before the war the 
coal mines of France were not producing 
more than enough to meet the nation’s 
requirements and subsequent losses have 
made it probable that France will require 
roughly 700,000 barrels of fuel oil each 
month until her industries get moving, 
which will increase the requirements for 
fuel 

Mr. Smith estimates 
which will find readiest 
be fluid at about 35 deg. F., with not more 
than 2 per cent mixture of water and 
sediment. « Several members of the Amer 
ican committee coincide with this view, 
and are of the opinion that any other 
grade of fuel oil will more propor 
tionately Chat oil not desired for vessels 
can be of cheaper quality 1s also suggested 
There are crude oils 
that do not need refining, it was asserted, 
that would fill this requirement acceptably. 


This belief is concurred in by the French 


that the fuel oil 
favor abroad will 


cost 


y some memopers, 


delegates 
France To Build Roads 


That France is preparing to launch upon 


a new system of road building has been 
reported from many sources, and it is 
understood that one endeavor to which 


Americans will devote great attention will 
for road oils. 


be to create a wide market 
‘his single sphere alone, it is pointed out, 
would develop a heavy export trade in 


that particular commodity since France has 
about 440,000 miles of highways, according 
to her official figures, and a large portion 
of these were ruined by German shells. 
Conservative surmises from an unofficial 
standpoint by shrewd delegates put the 
probable requirements of the French at 
about $50,000,000 worth of materials each 
year, with freightage extra. Much of 
this probably would be furnished by the 
French tankers, that nation having a mer 
chant fleet of about 40,000 tons, exclusive 
of what has been captured in war or what 
is now under construction. The old war 
practice of using oil in place of water for 
ballast probably will prove good enough 
to be continued in this connection. The 
development of the French carrier service 
is inevitable, it would appear, while addi- 
tions to the merchant fleet on this side of 
the water has been steadily going on. 
Fuel oil is as cheap as coal in France at 
present, 

In this connection it may stated 
that there appears to be a leaning of 
the French mission members toward 
the introduction of pipe lines for quick 
transmission of oils to inland storage 
| intimated that much at 
the French dele 
tour of inspection 
the pipe 
manner 


be 


points. It is 
tention will be 
gates while on 
following the conference, to 
lines in this country and the 
in which they are operated, altho the 
not devoid of them before 


given 
their 


nation was 
the war came to its close. 

As has been announced early in the 
conference, the French government 
purchasing commission was not to 


cease to exercise its sway for at least 
a half year or more after the peace 
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ce hav 


treaty is complete, Frat 
October 


signed it on her part last 

The question of gasoline consump 
tion has been given least consideratio! 
of all the matters before the co 
this in part being due to the limitations 
under which its use is now conducted 
Motor car economies have long bee! 
enforced. 


One question that has 


nference 


arisen is what 


allotment will be considered sufficient 
for aviation purposes. That the devel 
opment of air craft will proceed with 
speed in France is conceded, but in 
the present condition yf this new 


branch of human enterprise it was held 
that to attempt to forecast what sort 
of a market this would develop within 
the next five years is too uncertain to 
make it profitable to consider. 

Another query that arose in the co 
ference, it is understood, was concern 
ing what resources France possesses 
for storing so great a quantity of oils 
as she purposes buying. Assurance has 
been given by the French delegates, it 
is further declared, that so far as stor 
age is concerned the nation can easily 
keep on hand 150,000,000 gallons of pe 
troleum products. That the cost maj 
not be prohibitive for too large a pro 
portion of the French people, the im 
port duty on combustible oils by gov 
ernment decrees has been reduced to 
a point which will put it in the class 
with coal and make its use general 
thruout the nation. 

That the United States will obtain 
the lion’s share of the French market 
in oils is the prevailing belief among 
the American committee members. No 
competition that has yet developed has 
come anywhere near to the resources 
or the quantity of commodities that car 
be transported. 


The report in which Italy’s mi 
will be asked to concur, will be al 
the same lines as that to which t 
French will append their endorse 


before it is made publi 
Secretary Smith, of the Amer 


committee, is confident that the lu 
ment of foreign difficulties has beet 
brought to a head at this conference, 
and that the financing of the mar 
moth undertaking will be accomplishe 
to the eventual satisfactio1 f all 1 
ties concerned. 

“Tf there is one tl that pl 
me above others,” he ret rke t 
that it was the petroleum cor tt 
that took the initiative in one of the 
most important stages of this ent 
discussion.” 

The American Petroleum committee 
comprises the following 

W. = Teagle, chair1 1 president 
Standard Oil Company of New Jers: 

.. e.. Smith, vice chairt1 al il 1 se 
retary, assistant secretary Ameri 
Petroleum Institute. 

Harry O. Patton, assistant secretary 


Chamber of Commerce of the Unite 
States. 

J. S. Cosden, president Cosden & 
Company, Tulsa, Okla 

George S. Davidson. president Gulf 
Refining Company of Louisiana, Pitt 
burgh. 

E. L. Doheny, president Mexican Pe 
troleum Company 

Captain J. F. Lucey, 
facturing Company 

<. C. Lufkin, president Texas Cor 


2 
a 


pany. 





Dr. John Bassett Moore, expert 
international law. 

Thomas A. O’Donnell, preside 
\merican Petroleum Institute 

J. Howard Pew, president Sun Cor 
pany 

Herbert L. Pratt, Standard Oil ¢ 
pany of New York 

M. L. Requa, Sinclair Oil & Refi 
ing Company. 

R. L. Welch, secretary American Ps 
troleum Institute. 

G. P. Whaley, Vacuum Oil Company 

A. C. Woodman, Union Petroleum 
Company. 

The French mission to whom they 
will be submitted for approval is made 
up of M. Peason-Didion, M. Francois- 
Poncet, M. Julius Potin and Captain 
Jugouf. 


Among those who sat in an advisory 
capacity were Edson T. Bastin, of the 
United States Geological Survey; P. B 
Kennedy, director of the United States 
Bureau of Foreign and Domestic Com 
merce; H. G. Morris, of the United 
States Bureau of Mines, and Leslie G 
Wells, trade commissioner of the 
United States Department of Com 
merce, 


Pump Hearings Begin 
At Capital Of Ohio 


By Special Correspondent 
COLUMBUS, OHIO, Oct. 28.—In 


continuance of the pump controversy 
litigation, the Federal Trade Commis 
ion today, thru the agency of Exam 
iners Zechiel and McCorkle, began tak 
ing testimony in the complaints agains 
the following individuals, firms and « 

[Thomas K. Bushart, Ohi 


+ 





porations 

Cities Gas Company, White Star Oil 
Company, Paragon Refining Comy 
Hickok Producing Company, ( 


bus Oil Company, Carbonless Oil ( 
iy, Canfield Oil Company, Fact 
Oil Company, American Oil Suppl 


pal 


Company, Independent Dist 
Company, Lily White Oil ¢ 
Springfield Oil Products Company 


Lubric Oil Company 


Under the quasi-judicial rout 
the trade commission, Examiner M«¢ 
kl nikeisks { 
Corkle was the presiding office 
Kxaminer Zechiel the prosecuting 
torney, and those witnesses that wer 


anxious to show that the _ practice 
against which the commission had 
lodged complaint, in effect, were the 
complainants 
None of the cases set down for hea 

g at Columbus were regarded, at the 
time they were assigned, as being « 
outstanding importance either on 
count of known or suspected facts. The 
answers of the companies, as a rule 
admitted the essential facts, but denied 
the conclusion reached by the commis 
sion, namely, that the admitted facts 
constituted a violation of the federal 
trade law. Most of the companies said 
they did no business outside of Ohio 
They also denied that they were con 
tinually moving pumps back and forth 
trom one state to another, the allega 
tion of fact on which the commission 
founds its jurisdiction against con 
panies that do no than a local business 








Issues Desist Order 
Against 3 Companies 


By Special Correspondent 
WASHINGTON, Oct. 27.—A 


and desist order in the pump and 
controversy was announced tod 

the Federal Trade Commission agai: 
the Sinclair Refining Company, the 
C. L. Smith Oil & Gasoline Compar 

of St. Louis, and the Iowa Oil Com 
pany, of Dubuque. They are to hay 
four months in which to change their 
contracts to bring themselves into con- 
formity with what the commissior 


holds to be the meaning of the law 
The companies are to quit leasing ‘ 
equipment for sums less than will give t 
them a reasonable return on the in t 
vestment. They are also forbidden t 3 
make contracts with their lessees bind- 
ing the latter to refrain from dispens " 
ing oil or gasoline furnished by com a 
peting companies thru the equipment 
that may be leased to their customers a 
In effect these are consent decrees g 
The companies practically pleads p 
guilty and acceded to the constructio: fr 
of the statute made by the commission + 
In fact, at the hearings held in Wast - 
ington representatives of the Iowa and 
Smith companies took the stand to tel 
of the evils of the system as noy l 
worked. The Sinclair company di al 


not put witnesses on the stand at the 
time its case was called, but negotiate 
with the commission for an agreed 
statement of fact. 





Last-Minute News 
Of The Producers 








6,000 Barrel Well In 
Stephens County, Tex. 
FORT WORTH, Oct. 28.—Si: 


Gulf Oil Company’s No. 2 Manning 
ile east of Caddo, Stephens 
came in last night good for 





of 6,000 barrels and*> was increasing 
flow today. Depth is 3,281 feet. 1 
test has been shot with 240 quarts 


first well on the lease made init 
duction of 100 barrels. 


LEXINGTON, KY., Oct. 27. 
Eastern Gulf Oil Company has 57 well 
in Lee county, and is cleaning o1 
eral and putting them back on Ut 
pump This company is_ runnil 
around 1,000 barrels a day to the 
castle loading rack. The company 
preparing to sink a test well on one 
its three tracts near Airdale, Lee cou! 
ty, at the mouth of Hell Creek. 1 
location for this well will be made s00! 





The Elk Basin Petroleum Comy 
declared the regular quarterly divide! 












of 2% per cent, payable November ! 
stockholders of record October 15 
There is always a buyer for the slightiy 
equipment you wish to sell, if you know whe’ 
to find him. Turn to the Oil Industry Exchon 
Someone may be advertising there for #5 £ 
uipment u wish to dispose of. 


ies 
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Smash Radicalism No Matter What 
The Cost 


By Major General Leonard Wood 


‘HE accompanying address, delivered by Gen- 
T eral Wood at the I. O. M. A. banquet on the 
evening of Thursday, October 23, in the Gold Room 
of the Congress Hotel, National Petroleum News 
believes, embodies the soundest contribution to 
the sum total of straight thinking on vexing present- 
day problems that has been uttered by any public 
man recently. For that reason his talk is publishea 
at length herewith. 

Keep your feet on the ground, stamp out an- 
archy and disorder at whatever cost, restrict immi- 
gration to bar out the undesirable and use the 
personal touch and the Golden Rule in cementing 
friendly relations between capital and labor. That 
is the text of the general’s message.—Editor. 


war of indefinite length and we were bending 

energies to the best kind of preparation. We 

bending our energies to a solution of the 

ter the war, if one may use that term, that is 
rganization and readjustment of affairs. 

re are lots of difficult and hard problems com- 

, but there is one keynote I think that we want 

id and that is, stand steady. It is no time now 

nto new experiments of government or new 

es. There is a very curious world psychology 

has followed this war. People are in rather 

stampede. They are uneasy and we want 

ght, keep our feet on the ground, hold onto 

hat are good, hold onto the policies which 

le us what we are, stand absolutely shoulder 

ler for a government under the constitution 

step we have ever taken from the con- 

thus far has been a step toward anarchy. 

to hold onto that document as we would 

» our lives. We have the problems which 

ng from the issues between labor and capital 

got to settle them on fair and just lines. 

e got to bring into the settlement much of 

e and much of fair dealing and a great deal 

human element. In other words, we have 

handle these questions very much in accord- 

the Golden Rule. It is a case of give and 

doing unto others as you would have them 

you. There will be no other effectual set- 

t but some method of solving these questions 

be arrived at. 

have got to stand for law and order at any 

it doesn’t make any difference what the cost 

We won't have in this country an autocracy 

lth and we are just as much opposed to an 

of labor. We want a fair deal for both 

a square deal and we can have it. We want 

urage men to be thrifty and to work and to 

owners of property, and we want to give 

the best possible opportunity to attain this 


.; EAR ago we were all getting ready for a 
_ 


have got to give the laborer not only a liv- 
ige but an opportunity to save something for 
rmy day, and we want to try to give him an 


absolutely square deal. I think we want to bring 
into the settlement of these questions a great deal 
more of publicity than we have ever done before. 
Let us know what is going on. In this country and 
in all true democracies, the final law, the law in the 
last analysis, is, after all, public opinion. Public 
opinion makes the law and makes its enforcement 
possible. 

Now we can’t deal with these great questions 
which are coming up, these great economic and .in- 
dustrial questions, unless we have an intelligent 
public opinion, and you can’t have that as a result 
of secret conferences. We must have absolute frank, 
honest publicity. 

We govern things thru public opinion and until 
the public understands the issues we shall never be 
able to reach a satisfactory or at least a generally 
acceptable means of handling these questions, 

The human element is very important. When 
you find an army coming home from war hating its 
officers and discontented, you know it wasn’t 
wounds or hard marches or lack of food—those 
things don’t count for anything when there is the 
human element in the handling of the situation. Men 
will always do what their leaders do and do it cheer- 
fully. Now the same element influences the rela- 
tions between the man who employs labor and the 
man who works. If an officer in command of an 
army doesn’t get out among his men, find out how 
they are sheltered, how they are fed, how they are 
taken care of, he never has their confidence or re- 
spect, and I believe it is the same in large industries. 
You must show that human interest in the people 
who are under you and about you if you want to 
command their loyalty. 

Down here at Gary the other night, the street 
was full of a very angry crowd. Anything was pos- 
sible. You had this wretched little scoundrel outfit 
from the outside. They are not Americans; they 
are nothing but trouble-breeders—the professional 
agitator, the little Red group, the most deadly enemy 
of labor, the force that does more to destroy labor 
than any other, but out of this crowd of men in 
the streets or among them, I saw many men in uni- 
form, and I was rather startled for a moment, and 
I stopped, called some of them up, and asked why 
they were there in the uniform they had worn in the 
army. I said, ‘Why are you here in uniform?’ 
They said, ‘We are here in uniform to keep this 
crowd of men from doing wrong, to maintain order.’ 
Now here was a very remarkable demonstration, and 
it showed what military training has put into the 
hearts of these men. 

You have thruout the country that force that 
stands for law and order, it is the force of men who 
fought for you as soldiers, sailors and marines, afloat 
and ashore. There are four and a half million of 
them, and they are going to be a dominant force 
in the country. Don’t overlook them. See that 
every man who rendered honorable service in the 
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war has gained 1 in standing, in opportunity for ad- 

vancement in your community, in your business, 
ranches he is a valuable asset, he is the best we have 
got and he stands now ready to mz aintain law and 
order, and if you show proper appreciation of your 
soldiers, the fellows who have done the work for 
you, you will find they — alwavs be on the side 
of law and order. We have got this great force and 
[ hope if you have any influe nce you will induce all 
who have been in the war 
to go into this organization (the Ame rican Legion). 
It isn’t a political organization. It is an organiza- 
tion of patriotic Americans and it is going to be 
an invaluable asset. 


the men of your families 


How are these conditions of disorder such as we 
had at Omaha and other places possible? They are 
possible because men of our type and our class, our 
walk of life is a better word, don’t take much interest 
in the politics of the community which they live. 
| don’t mean party politics, but I mean seeing that 
the right sort of men are elected to office, and we 
have got to take, all vho can do it, we army 


people can’t—you have got to take a bit of time off 


from vour business now if you want this republic 
to travel on an even keel and pay a little attention 
to politics. The local politics of your town, city and 


community, where the Red ites every 
time it can. The good element which we represent 
and stand for doesn’t vote as often it oo and 
should, and we want to pay a little more attention to 
our own affairs. 

There is another thing we must pay 
and that is the quality, mind you, of our immigra 
tion. We have boasted that for many years America 
has been the oe of the oppressed. Let's have 
1e dumping ground of the 


attention to 


a care lest she become 
degenerate. We don’t want that. 

We want good business, encouragement of good 
business. We don't want to strangle it by taxation. 
We want to control improper business. And 1n 
order to do that, men of your type have got to take 
an interest in the affairs of the nat I think we 
want a national budget system in order to control 
our expenses. We want to build to something 
definite. We must practice national economy. We 
may have to extend, and probably shall, the burden 
of taxation over a much longer period, but there 
again action will depend upon the interest the men 
of business life themselves take in public affairs. 
1e labor situa- 


1 
} 


All these things are important, but 
tion is the thing that we must all de vote attention 
to. We haven't hurt a person—we haven't had to 
fire a shot at any person at Omaha or Gary. We 


have tried to give them a square “eal, we have told 
them that they needn't work, but thev couldn't 1n- 
terfere with any other man’s working 

We want a good navy, a good, but small regular 
army, big enough only for the peace needs of the 
nation. We want eventually some system for the 
training of our vouth, because the time will come 
some day, we hope it never will me, but if we are 


to judge the future by the past we must expect it 


despite all our effort the time may come when 


we shall again have to do our duty \ll nations at 
some time in their history have to break the peace in 
order to save the faith, the faith of the founders. 

We may, I hope we never shall, but we may have 
to do it some time ourselves again We want to en 
courage arbitration in labor disputes, in all kinds 
of disputes and work out some stem which wiil 


be effective. We want to encourage international 


arbitration. We want to strive for it diligently and 
persistently—the building up of a system which wil] 
make men talk things over and discuss them € 
fore they resort to force. 


Now when I say avoid internationalism, I don’t 
mean that we are going to be a selfish, narr 
minded people, but if you want to be an effectiy: 
force in the world, you have got to be a strong, wel! 
balanced nation, and nothing must interfere with the 
integrity of our nation. We want to help the world i; 


trouble as we did this time, more promptly, perhaps / 
We have got our problems ahead of us on the other 
side. It isn’t a problem of war, but we have got th: 


great problem of reconstruction, of devastated a 
We have got the tremendous problem in Arm: 
for instance, and the great problem of the 
in western Russia, and in all those areas where 1 
has been so much suffering. In other words, 
are still tremendous opportunities for the Red | 
the Jewish Welfare, the Y. M.C. A., the Y. W. 
the Knights of Columbus, Salvation Army, al tl t 
organizations, but especially for the larger 
like the Red Cross. 

We have some things to look after at 
Let's have these big societies turn their energies 
towards the slums of our own cities, the incurables 
in our hospitals, the poor in the tenement dist: 
the child labor problems, problems of destitut 
thruout the land. Let’s show that human int 
in this other half of the world which think 
who are a bit better off don’t care for them 
we took in the army when we were getting rea 
war. You women did a great work when you 
the army over clean and sound in body and cle 
soul. You sent it over full of the spirit of set 
and sacrifice. Without your help, we couldn't 
had our army go abroad as they did. Now y: 


i 





going to have the vote. 

The first thing you want to do with it is to se 
your husband votes and then use your own to mal 
realizable the ideals that you have had all 
lives, the betterment of conditions in the tenement 
district, questions of child labor, questions of publ 
morality, standards of virtue, better conditions i1 
We don't want to always keep our 
on Europe. There is a big smoking out of our 
cellar. Pay a bit of attention to things at | 
but don't give up your work over-seas. 

You want to impress upon our people that ther 
Is room in this country for but one flag, and tl 
is the flag that we carried to war. 





schools. 


No room for any other—the red flag you want 
smash wherever you see it, and all who foll 
and speak for it and support it. It is the enem 
vour institutions, it is against everything we hav 
struggled te bul up since we started our Gov 
inent here. ne language in the public schools be 
low the high school, and that language the lan 
of the Declaration of Inde pendence. 


1 


Until we read, speak, and write the same 





guage we shall never have that degree of nat 
solidarity which we must have if we are going t 
realize our ideals. Only one loyalty, that is 
divided, a loyalty to the American people. A g 
deal more care about our immigration, we want t 
welcome with open arms the man of the proper 
or woman who comes here with the purpos« 
adopting our ideals and living up to them. We want 





to turn our faces like flint against those who 


11 


here to tear down those things we have built uy 
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ndustry Emphasizes Opinion on State 


Oil Inspection Laws 


Staff Special 
CHICAGO, Oct. 22 


FYAHE oil industry left a distinct im- 
ression as to its opinion on the 

itter of state inspection of oil 

n the minds of the state in- 
themselves, at a joint session 

the I. O. M. A. and the United 

Oil Inspectors’ Association. That 

was held today as a part of the 

M. A. convention, at the Congress 
pression left on the minds of 
inspectors as they left the 
however, was distinctly not 

f harmonious cooperation 
eir activities on the part of the 
try which they would have 
carry away with them. They 
yy the industry, in as nice 
possible the in 
ere the guests of the I. O. 
session—that they are fur- 
rvice either to the public 
and that their 
be abolished without the 
slightest degree. 
their furnishing 
their being in 
oil inspectors was evident 
nds of these gentlemen as 
to the meeting, for the talk 


since 


rade itself, 
fering in the 
tor 
tio! 


ion tor 


ne before the oil men pres 

fense of state oil inspection 
inspectors’ jobs. 

say, nothing in a con 

was accomplished at the 

iggestions were made as 


ite legislation on oil in 
existing may be remedied 
may be averted in 
ire: nor even how the public 
guarded from adulteration of 

ts on the part of dishonest 


leg ition 


eeting became almost a bur- 
the oil men there, as one state 
fter another got to his feet 





cause for existence and 
ignorance of actual facts 
tions in the oil industry. The 


brought E. R. Harper, ef 
| budget commissioner, of 
ng to help them state 
The chief defense Mr. Har 
the oil inspectors was 

f the times is toward 
ntrol by the public of indus 
ng the national resources, and 
il industry does not sub- 
how of regulation now ex 
inspection, the public 

the matter into its own hands 


tate 


far greater degree of regu 
e industry 


f of their ability and service 


in the matter of oil in 

e of the inspectors pointed 

hey were holdovers from 
eding administration and were 
Yemocrats serving under a Re 
] or vice versa, which, 


wed their jobs were not 





l ones 
yr from Kansas told 
e didn’t know anything 


and wasn't inter 








spect 







isiness 











ested in it. His business, he stated, 
was merchandising. On the side he 
said he handled oil inspection in Kan- 
thereby adding to his revenue 
enough to buy an automobile and oil 
and gasoline to run it. His remarks 
have greater significance when consid- 
ered along with his later statement to 
the effect he saw no use of inspecting 
oils in Kansas or any other state, and 
was devoting his efforts to reducing the 
inspection fee there to the lowest point 
possible. It is now 2 cents a barrel and 
may be reduced even lower. 
Revealed Lack of Knowledge 

When drifted to in 
specting gasoline the state inspectors 
showed more than ever they were lost 
as far as any fundamental knowledge 
of supply and demand for this product 
or its manufacture was concerned. One 
of them rose to express his indignation 
at the actions of oil companies in his 
staté on blending distillate and selling 
it for motor fuel. He was answered by 
a statement the oil industry side 
of the house as to just how much gaso 
line there would be were all such 
blended products to be barred from the 
market. Some of the oil inspectors 
could not understand why enough avia 
tion gasoline could not be secured to 
supply all automobiles, nor why the 
price must go up if only such a grade 
was manufactured 

The association of state oil inspectors 
has been in existence about a year now. 
It held its first general conference at 
Chicago the same week as the I. O 
M. A. convention. James Duce, state 
oil inspector of Colorado, is president 
of their purposes 
to encourage cooperation of all oil in 
spection departments and to. bring 
about uniform state inspection laws. 

C. D. Chamberlin, general secretary 
of the National Petroleum Association, 
Cleveland, presided at the joint session 
with the state inspectors. Among the 
oil men who part in the discus 
sion, were M. J. Byrne, Connecticut Oil 
Company, Waterbury, Conn.; Fred 
Lehmann, secretary of the Western 
Petroleum Refiners’ Association; Dr 
G. W. Gray, secretary of the Committee 
on Standardization of Specifications for 
Petroleum Products; T. B. Westgate, 
head of the American Oil Works, 
Titusville, Pa 

In opening the 
berlin stated 

“We have today scheduled a question 
that has been, and I presume is now 
and will continue to be, a question of 
sharp differences in opinion, the ques 
tion of inspection of oil and gasoline 
It is challenging the attention not only 
of the oil industry, but very acutely at 
the present time, So lar as con 


Sas, 


the discussion 


trom 


association Its are 


took 


session Judge Cham- 


gas 158 


cerned, that great modern industry 
known as the automotive industry, and 
I am pleased to say that these two 1n 
dustries thru the American Petroleum 
Institute, which now embraces the en 
tire oil industry, beginning with pro 
duction and ending with distribution, 


and the automotive industries are com- 


bining in an effort to solve necessary 
problems in the situation pertinent to 
both industries in a helpful, construc- 
tive way. 


“They are endeavoring to get to 
gether and ascertain, if possible, the 
limit, the possible supplies and the 


necessary practices of the oil industry 
as related to automotive industry. To 
show you how exceedingly pertinent 
this question is, I need only to refer 
to the fact that in the United States 
today there are something over 6,000, 
000 automobiles and auto trucks in op 
eration requiring billions of gallons of 
automotive fluid for 
tion engines. 

“It is said, and I don’t know that we 
have any reason to doubt this, that the 
expansion ot the automotive industry 
will, within a very short period of time. 
be increased 50 per cent. I have heard 
it stated that within a period of three 
years, at the present accelerated rate of 
production, that the United States will 
have in operation consuming internal 
combustion fluid, fifteen million internal 
combustion That being the 

readily see that at 
production, the 


internal combus 


engines 
Case, you Can very 


the present rate of pres 


ent known source of supplies is inade 
quate to meet the expanded demand. 
We shall have to further increase the 
production of an available automotive 
fluid, something that can be used to 
produce powell 

“It is stated, and I think reliably. 
that even now SO per cent of the pro 
ductive mechanical energy of the 
United States is produced thru the of 


fices of the internal combustion engine 


That undoubtedly will be greatly in 
creased, and the problem that these 
two great industries have to solve is 


a problem that is necessarily one ol 
mutation, constant changes and adjust 
ments to meet physical requirements, 
and it has been said by those who have 
investigated the subject very carefully 
that there is no substitute for what we 
term in a way, gasoline, or in 


ternal fluid 


broad 
combustion 

“So that the oil industry is in itself 
compelled ima very broad way to con- 


sider what it can do, what is possible 
to be accomplished thru it 
“| think we can plainly appreciate 


that the oil industry cannot be bound 
down by any rigid specifications. The 
flexibility for production 
must be maintained and in order to do 
that we have got to disregard traditions 
ot the past; we have got to disregard 


necessary 


what was considered necessary stand 
ards; we have to take the question up 
as it is before us—an active, necessary 
question oft how to produce this re 
quired energy 

“No longer can we set stakes with a 


boundary beyond which we cannot 
pass The whol people of the United 
States; the whole people of the world, 


this matter and must 
discuss it from the points of necessity, 
that which cannot be overlooked with 
out violation of the rights, the pursuit 
i you please, of the en- 


are interested in 


of happiness, 
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tire people of the United States guar 
anteed to us by our federal Constit 
tion. 
“Now we have with us today those 
lvocate f some 


who are, | presume, advi 
formulas, advocates of some require 
ments, that should be imposed upon 
this industry, the petroleum 
and I must be entirely frank, and that 
without any discourtesy whatever, in 
stating to this association per 
haps they already know, that I do not 
approve of the fixing of standards in 
any sporadic way by any_ particular 
states. I believe it is futile, uneco 
nomic and adverse to the great indus 
tries most intimately concerned, upon 
which the real progression, the real ac 
tivities of life, not only of this country, 
but of the world, are absolutely dé 
pendent. . 

“IT am glad to discuss any pertinent 
We know that such things 

We 
impa 
the 
pay 





industry, 


Lat 
wna 


questions. 
as special laws are in existence 
know sometimes we are a little 
tient with their oil inspectors in 
fields. They visit us daily. We 
them tribute, and if it is right and 
able to the great commonwea 
country we are mighty glad to 
them here and represent their views 
We may be wrong. I have always op 
posed, and wherever I could, have in 
volved in litigation the question of the 
enforcement of laws that were clearly 
invalid. From legal grounds we do not 
need to discuss the question. We are 
only interested in the economic side of 
the proposition.” 


James Duce, state inspector for 
Colorado, and head of the United States 
Oil Inspectors’ Association, was then 


introduced by Judge Cl 


“In discussing the question of 
inspection,” he said. “it would be le t 
even suggest that the past had not beet 
unsatisfactory in many way nd that 
even today it is anything but perfect 
To take up ancient history and attempt 
to apportion the blame for this woul 


be a waste of time 


Urges Cooperation 
“We should, I think, rather make 


attempt at art ! t ett 
understanding and ther he t! 
done, join hands and 


iccomplished in the 


earnest 


“Oil inspectors of the « rent st 
have by reason of their wor very | 
opportunity of meeting I ( 


ing id and this practi 
| resulted in the pre 
variety in our 
we 


Cas, 
Mmas 
chaotic 
perhaps if 
at these meetings those wl repre 
the oil industry, it migh | 
tual understanding of tl 
all have to 
brings about a 
all desire. 

“Perhaps I can better illustrate what 
I mean by telling you yw t is be 
done in Colorado, 
to Say that any 
obtained in that 
to the loyal support 
ment has received from every mem 
of the legitimate oil trad 

“Tn 1913 we had three acts govert 
oil inspection; the powers of the state 
were limited to holding up the 
ing of cars at the ins] 
the collection of certain fees and 
prevention of any kerosene being 
placed on the market, which \ 
reason or error was ot etter qual 
than was usual 


do mee 


face, and thi 11 its tur 


result which I think we 


and right here | 
results t] 


State ire 








‘These three bills were for all prac- 
tical purposes absolutely worthless to 
the public, and irritating to the mem 
bers of the oil trade. 

“A convention of 


the members ot 


the oil trade was called at the state uni- 
versity; the whole situation was dis 
cussed and the proposals of the de- 


partment gone over. It was agreed at 
the convention that a new bill 
be introduced at the 1915 legislature; 
a draft of this bill was prepared; a copy 
sent to everyone interested, and after 
the draft had been thoroly examined, 


1 j 
should 


the final form was agreed upon and 
presented to the legislature. 
“A committee representing all sec- 


tions of the industry called upon the 
governor and asked his assistance in 
having the bill passed, and the bill was 
passed by both houses of the legislature 
practically unanimously, and since that 
date has been in force. 

“In the bill an inspection fee of one 
mill per gallon on all kerosene and 
gasoline is provided for. 

State Laboratory 

“The state has from these fees built 
and equipped an oil laboratory and by 
vitue of his office the professor of 
mechanical engineering of the _ state 
university became a deputy oil inspec- 
tor and is paid as such. 

“All testing is done at the laboratory, 
and much valuable research work has 
been carried out there 

“It is open at all times to assist any 
one connected with the industry, and 
no fees of any sort are charged. 

“At the 1919 session of the legisla 
ture, after conference with those inter 
ested, an amendment to the 1913 bill 
was presented in which the governor 


s empowered to expend any portion 






t the tees of the office for such investi 
gations as to the state's oil resource 
he might order. This bill was passed 
ithout one single vote being records 
gainst it. 
‘For twelve months an ace: t of 
omplaints coming to the office 
ept. It was found that 28 per cent « 
hem were traceable to what, for a bet 
ter name, we will call the ‘illegitimate 
trade,’ and to the careless handling 
f oils in the hands of the retailer o 
ie remainder. When we deduct natural 
rrors and the unauthorized acts « 
ividual employes, it practically gave 
he legitimate oil trade clean bill 
health 
“Anyone who keeps closely in tou 
th the trend of public opinion must 
ilize that there is a strong movement 
towards even stricter regulations for 
the sale of all publicly used commod 
ties, and in so far as motor fuel is « 
cerned, this tendency is_ possibly 
tronger than in any other line 
“Much of this tendency is undoubt 
edly due to a want of proper informa 
tion being made available to the publi 
“The term ‘high test’ gasoline ha 
been responsible for some of this H 
the trade used the more correct te 
light and heavy’ gasoline some of 
resent trouble might have bee 
vided 
“Realizing the tendency which we 
in see 1S spreading not only in state 
governments, but also to municipal 
thorities, I would respectfully submit 
to the body the vital necessity of 
nce making some move towards l 


ing before the public accurate and full 
that legislative bodi 


their disposal full and 


rmation so 


can have at 








rect information before taking act 


“This, owing to popular prejudice 
cannot be done by individual compa- 
nies, for in the minds of the majority 


of our people, all oil is Standard 
and the Standard Oil is the ‘uns 
Government. Wrong as this may 
it is a condition we must face, an 
dealt with 


can only be success{ 
when all bodies interested join in 
effort. 

“The present chaotic condition 
state laws are the result of misunder 


standings arising from isolation. 

“The absurdity that so many differ 
ent methods of testing oils are used is 
apparent to all. 

“They benefit no one but the crook 
who today can find some formula or 
some freak method of testing oil to 
prove any assertion, which he in his 
frantic effort to annex the dollar of his 
neighbor may make. 

“States which today have no specifi 
cation for gasoline are being driven to 
wards formulating one to guard agai 
being made the dumping ground 
products that cannot be sold in the 
neighboring states. 

In expressing his fear that a repudia 
tion of state inspection by the oil in 
dustry would lead to some greater: 
regulation on the part of the publ 
Efficiency and Budget Commissioner E 
R. Harper spoke in part as follows 

“T have two reasons why perso: 

I can be anxious about this matter 
One reason is that in the great er 





of Colorado, situated as we ar¢ 
realize the fact that nothing is 
parable to this great power producing 
factor toward the development of r 
empire. We realize that we cannot 


hope to have extensions of the rail sys- 
tem to any great degree in that 

try and whatever we get in the w 
that class of development must 
from this great system of | er 
herefore, it is of vital interest to us 
Raps Bolshevism 

er reason is my bitter, intens 
to anything tending t 


“Anotl 


antagonism 


bolshevism in all this land. I try 

an optimist in life. I ought to be. | 
have more pleasures and favors that 
any other man living, but I am not 


mindful of the fact that America, wit! 

all her glorious liberty, is in danger 

never before. 
“So I say, believing as I do, 

is fundamentally of great 


+ 


this question 
concern, not only to my state a! 
this nation, but to the nation 
matter security I am her 
just give you a word of what I belli 
iS j ified warning 


f 94 
oO Its 


IS just 
al my ! 
bout 1t 


ind there are no twé 
[The American public, 
it is in every gallon of stul 


ested as 


you produce now as never befor 
going to have something to say abou 
it, and altho you may not kn t 
those of us on the outside hear 


constantly we have come to believ: 


the public believes it, that there isn't 
anything honest, there isn’t anything 
fair about the whole trade 

“Just as Mr. Duce has so clear 
stated to you, thru error, thru careless 
ness, thru viciousness, if you ple 
somebody else, after the product 
your hand, there does occur condit 
that the fellow who pays his mone 
reason to object to and if you 

} W 


meet this question in some way ! 
find a way, and it will be close 
annihilation of this great busines 
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ersonally, it doesn’t concern me 
unless it might be that I 
nen to be a director in a refining 
but I am not an oil man even 
But nevertheless it doesn’t 
me directly, but it does con- 
me vitally indirectly, and it con 
s me as an American citizen that I 
feel sure that this great industry 
be safe against the anarchy and 
ecialistic domination of the irre 
sible bolsheviki from Russia or 
tther country.” 
S. Paulen, state oil inspector from 
1s, discussed the situation in his 
part as follows: 
have only been in this business a 
of years. Formerly I was in the 
antile business and the arguments 
by the oil companies that gasoline 
be sold as a trade-marked product 
shoes, collars, shirts and 
thing else, appealed to me from a 
s standpoint. But, on the other 
there is a question that perhaps 
f the oil companies have not con- 
1 and that is, are the people ready 
lish oil inspection? The oil com- 
ready, the inspection de 
nt may be ready, but are the people 


ime as 


ma be 


Up To the Refiners 


ere will be legislation along these 
nd no oil company can come to tie 
capitol of any state in this nation 
ure needful legislation as they can 
f the oil inspectors assist them. 
the oil inspectors may not have 
e politically but they have some 
who can assist in it, assist in the 
kind of legislation and keep out 

legislation such as they have in 


»f Nebraska. 
101 


1915 we passed a law in our state 
foolish. The original 
| the senate, of which I happened 
mber, in very fair shape. It got 
use and a number of farmers 
tern part of the state who were 
a refinery wanted to fix it 
passed a law that the initial 
80. We made the inspections 
1e and marked it down 120 or 
tever it happened to be and | 
my deputies to be fair with the 
I am certainly glad to tell 
e refineries have been fair to 
state. 


absolutely 


ment in my 
it is simply up to the refineries 
lves. We who happen to hold in- 
bs at the present time may not 
m and even if we did it wouldn't 
difference to us. We are able 
me sort of a living outside of 
n business, I am free to say, 
it as a siteline, but we can be 
assistance to you, I am sure.” 
ng to some of the statements 
he oil inspectors, M. J. Byrne 
Connecticut Oil Company, stated 
k that I can say that I voice the 
of the oil industry, certainly 
bers in the oil industry, when | 
we do not oppose oil inspection 
ecause we want to get away with 
because we want to do some- 
~h, as good business men, we 
be justified in doing, but we 
1 to it because we think that 
cessary. We think it is eco- 
unjustified. We think that it 
ble to properly operate an in- 
law under any circumstances in 


concerned, in fact, more 





gravely concerned about the queston of 
establishing any standard, or seeking to 
enforce any standard which might be es- 
tablished in its ultimate effect upon the 
necessity of procuring motor fuel, than | 
am about the difficulties which the motor- 
fuel consuming public will be likely to 
incur in the purchasing of such merchan- 
dise as will be offered thru them thruout 
the country. 

“T think that the public in so far as it 
may need protection of any kind, whether 
that is to be offered in the way of oil 
inspection or otherwise, has reason to ex- 
pect that protection from those who may 
be unscrupulous as distributors from sta- 
tions, and to reach that large number of 
merchants, as I suppose we have to call 
them, I believe would make almost an 
impossible task in practice and which no 
state in my judgment will ever seek to 
establish and enforce. 

“T am not afraid, and I doubt if any 
man in this room would be afraid while 
driving a car thru any community in this 
country, to go to almost any kind of 
reputable distributor of gasoline and to 
take and pay for whatever brand of motor 
fuel he might have today and feel that 
he was getting good treatment and his 
money’s worth. 


Not Many Abuses 


“There is bound to be some abuse; 
there is bound to be justification for a 
complaint that certain things are done 
which are not. But surely an industry 
should not be condemned and held up to 
respond to the demands which might pro- 
perly be made upon an individual here 
and there—very few in the total—who 
are engaging in a practice upon which 
that industry at all times is willing to, 
and does, set a seal of approval. 

“In other words, we are subjecting the 
vast majority of those who are engaged 
in the industry to expense and annoyance 
simply in order that someone who does 
not deserve to be recognized as a legiti- 
mate merchant, engages in practices that 
we are surprised to find in the industry. 

“In my judgment inspection laws in 
many places are being allowed to operate 
where their legality and justice might 
well be questioned. If it were necessary 


or seemed better that an inspection law 
should be placed upon the statute books 
in the state in which any of you gentlemen 
here are operating not only for your pro- 
tection against a refiner but for the pro 
tection of the public against both, I know 
there is not a man in this room who would 
not welcome the enactment of any such 


a law. 

“We are not of that kind, and in my 
opinion we are not likely to develop into 
that kind of merchants. Therefore, I do 
not want the gentlemen here as our guests, 
and we are glad to have them with us 
because they have entertained us in more 
ways than one; I don’t want them to go 
with the idea that they have come here 
to confront a lot of business men who are 
engaged in a practice which in their 
opinion is not legitimate, and that we are 
opposed to n that business better.” 

Dr. G. W. Gray, of the Committee on 
Standardization of Petroleum Products, 
presented the following arguments against 
specifications for 


makin 
nakinyg 


laws including 
gasoline: 

“It is the duty of my committee to draw 
up the specifications on all products used 
by the United States government. We 
are drawing and some of 
the states are trying to pass laws adopting 
a product which meets the government’s 
specifications. I! don’t think that any state 


State 


specifications 








should adopt a law taking the specifica 
tions as laid down by the government at 
the present time, because those specifica- 
tions that we draw are to be changed from 
time to time as conditions in the trade 
demand. 

“They have got to be. If the law reads 
as specifications as adopted by the Com- 
mittee on Standardization for Specifica- 
tions, the specifications automatically 
change when the government changes its 
specifications. But when you lay down a 
definite specification, you can’t change un- 
til the legislature changes that law for 
you. 

Opposed Specifications 

“You can say that this committee at 
the present time has under consideration 
the government specification, and I think 
it will be changed inside of the next few 
days on government gasoline. Today 
everybody comes down and wants a cer- 
tain oil adopted and recommends a certain 
oil. We have had a lot of trouble in 
that. Of course our oil men all recognize 
that to meet that condition it has got to 
be made from a certain special crude oil, 
and it may have a specification that will 
only meet it from one particular crude. 

“As an illustration: not long ago there 
was a certain specification down in Wash- 
ington, and I said to the party. ‘You 
can’t get any crude to meet that specifica- 
tion.” He turned to me and said, ‘Oh, 
yes, I can Doctor.’ I said, ‘Where is it?’ 
He said such and such a field produces 35 
barrels a month, 

“So we put thru a recommendation in 
which we eliminated all reference to 
gravity from any specification, in that way 
allowing the government to purchase that 
oil anywhere in the United States made 
from any crude provided it is a satisfac- 
tory oil. I hope the states will not lay 
down any fast and definite specification 
on products.” 

Secretary Lehman, of the Western Re- 
finers Association, brought forth the fol- 
lowing argument against state inspection 
of oil products: 

“In all frankness, I say I am unable to 
determine for my own personal satisfac 
tion and use what is a good gasoline and 
what is not. And I am inclined to believe, 
with all due respect to the state inspector, 
and the inspection laws, that there 
is much to say and I believe our inspectors 
would have a hard time answering the 
questions 


Il can’t see 


tate 
sla LC 


that all those laws are use 
ful. Kansas has an inspection law where 
they big profit on three cents, cut 
it down to two cents, still showed a profit 
and now they are down to one cent. 
Where the law sets up specifications, I 
think there the law is apt to impose a 
real burden that the states themselves 
don’t want to impose on the industry. 
That is, they are liable to cut down supply. 


Prohibitive Price 

“Now we can supply aviation gasoline 
to anybody that wants it and we will sup- 
ply it and if every automobile user in 
this country will demand aviation gasoline, 
we will supply it at a price that will knock 
the six million automobile users in this 
country down to about six hundred thou- 
sand, but we will supply all that are left. 


made a 


That is inevitable. 
“High specifications means smaller 
production; smaller production means 


higher prices, until the price is up so high 
that the demand goes down and I have 
got a very good proof of that. You can 
see it in the history of the automobile 
industry. Jowa doesn’t inspect—there 
are more automobiles per capita in Iowa 
than in any state in the union.” 
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Compute Profit On Value, Not Investment, 


Staff Special 
CHICAGO, Oct. 23 
DDRESSING the Independent Oil 


Men’s Association at the noon-day 
luncheon at the Congress hotel her« 


Wednesday, October 22, on the purposes ot 
the American Petroleum Institute and his 
own purposes and aims as secrctary of the 
Institute, R. L. Welch made a strong 


Poindexter resolution au 


attack on the 
thorizing the Federal Trade Commissior 
to make an investigation of the petroleum 
industry on the Pacific coast 

Mr. Welch, who practically came from 
a sick bed against the advice of his phy 
sician to meet his friends at the co 
tion, especially condemned the theory he 
by Senator Poindexter and other rad 
and by various bureaus and 
of the government that profits 
to a comparatively small 
ies and 


mmissio!1 
should ¢ 
limited return 
upon the investment of ¢ 
dividuals in their busines 

stead of upon the value of the bu 


mpat 
property in 


iness 


property. 
Citing the 
resolution that “if the 
the Standard Oil Company of California 
are honestly computed they will, afte: 
all deductions, exceed 60 per cent o1 
investment,” Mr. Welch said that if th 
rule which the Supreme Court of the 
United States has said should be applied 
to the returns and profits of public util 
ities were applied to the earnings and 
profits of the Standard 
‘You will find that as near as we Cal 
figure it the profits of the il 
question, instead of being 
would be 10 per cent per 


words of the Poindexter 


1919 net profits of 


¥i ( alifornia 


base those prol ts upon the 
property as indicated the value of 
stock upon the stock exchange—a valu 


for which I would not contend; I give 
only by way of illustration. There 1s 
nothing better we can give in a suf 
ao 

\fter 


dustry and to business in get 


discussing the danger 


such theories as that displayed in t 
language of the Poindexter resolut 
Mr. Welch took cognizance f the gossif 


and suspicion that have occasionally 
showed their heads in regard to the mo 
tives of the American Petroleum Inst! 
tute and feelingly described the broa 
vision with which he regards the oil indu 





try, not as Standard, not as Independent 
but as American. He said 
For All Industry 

[ want to close with a 
Every man is entitled to ' 
self—and I wish to say a ar Mapaninel ’ 
sonally to vou because I feel that I am 
member of vour famil * ' 
member of mine 

“Four years ago al to ¢ d 
came into the oil busin« ' rv hun 
capacity, and | have et ry hum 
spirit. I did not know what n Cas 
was going to be in that TAT I ha 
succeeded for better thar ‘ desert 
largely, I think, gentl to be frank 
with you—because of tl endship 

| 


because there are so many magnificent fel 
lows in the industry of hom hit 


everything in the world 


says Welch 


“I can’t turn in this industry, whether 
it is in Independent offices or in Standard 
offices, where I don’t see fellows that | 
am glad to meet and who seem glad to 
meet me, and if I have had any tem 
porary success, it has been founded upon 
friendship, the good fellowship and the 
hearts of stalwart, American petroleum 
who have been behind your 


men friend 
shoved at every 


Bob and 


Not Standard, Not Independent 


possible turn. 


“There are scores of them in this room 
There seem to be people, however, who 
think I ought to be either Standard or | 
ought to be Independent, and that if I am 
not one or the other or both or some 
thing else, that [ am a suspicious char 
acter and therefore, I want to have a per 

yal word in relation to that 

‘T am neither Standard nor Independent 
[ am for the industry I am for tl 

Lic I would unhesitatingly quit this 
if I thought the American Petroleum 
Institute would become the instrumental 
ity, purporting to represent both interest 


the 


and the industry as a whole, of either fac 
tion. I would be perfectly willing to work 
for the Standard Oil Company of New 
Jersey, or the Standard Oil Company of 
Indiana, or I would be glad to work for 
the Independent Oil Men’s Association or 
the National Petroleum Association or 
the Western Petroleum Refiners’ Associa 
tion, but every ounce of my being would 
volt at the idea of attempting to wor} 
for the American Petroleum Institute, and 

otherwise represent onl 
is industry.’ 


President G 


1 


then covertly or 
one faction or part of tl 
\fter being introduced by 
I. Sweney, who presided at t 
Mir. Welch expressed his pleasure that 
was able to greet his old friends at tl 
convention. His address, in part follows 
“Tt will not be possible for me to make 
a speech. I can only talk to you as I would 
in your office or in mine about some 
the objects and the purposes of the An 
ican Petroleum Institute. 


Law Controlling Force 


1c lun he yn, 
he 





“Man, in all ages, has been controlled 
law, and today it 1s more apparent, per 


than it ever has been in the past i 


t 


naps, 
the development of commerce that ma 
ubject to laws which we little understa 
ut which we feel forcefully. 


‘Yesterday the law under which mar 


worked was the law of individuals, the 
law of isolation. Yesterday men built 
houses, and how did they build then 
First they put a fence around the plot 


outside 


shutters on the 
windows. Then they put two blind 

inside of the windows. Then the 
ut some extra shutters on the inside 


Then they put 





the windows and then, for fear the n 
or something might look in, they nail 


me of the windows down and we called 
ylation and individualism and it fitted 
he age in which we lived 


( 
But a new law 1s at work in the 


today that has gone from East 
West, from North to South. It is a l: 
which none of us fully and completel 


iderstand 
gone, it is a law that 


have known it in the past 


It is a law that isolatio1 
individualism as \ 


NT 


is vone, IO 


ever. It is a law which is bringing 
tions together. Whatever may be sai 
example, as to the merits of the pri 
League of Nations and upon which 
press no opinion, the one thing upon 
all humanity is unanimous is that 
tions hereafter are going to talk t 
over. 

“There is going to be not left 
world any man in any nation or i: 
business who will say, ‘I don’t wa 
talk to you.’ 

“Humanity On March” 


“Lloyd George the other day exp 
i quoted what he regard 
the greatest statement of the war 
General Smuts, a comparison whi 
gone thru my mind and I thoroly 
with the distinguished statesman 
General Smuts | said ‘Humanity 
struck her tents and once more is 
march,’ Humanity, all mankind 
struck her tents and once more is 
Gentlemen, we do not kno 


t when he 


march. 
what era we are going to step. We 
know what the morrow contains. 
t know how we are going to 
these troubles which have 
“What the American Petroleum 
tute will do in the future will be 
mined not by its temporary of 


come 


omeet 
myself or those who will succeed n 
its presidents or its board of direct 

will be determined by the oil industry 
oil industry will reign supreme 

American Petroleum Institute. Thi 
ent organization is merely a preset! 
of the committees of the National | 


leum War Service Committee as 
existed. It is merely an attempt t 
thru a transition period in the best 


pt yssible 
International Trade 


nation in the 
is fully awake 
fact that petroleum is power. This 
age of machinery. It was not an ac 
that the French government at the 
of the war decorated Mr. Bedford, 
man of the National Petroleum War 
with the 
Legion of 


“Gentlemen, every 


1 
at the present time 
t 


cross ot 


Honor 


ice Committee, 

Chevalier of the 
was not 
tee, thru the wise guidance of Mr. 
ford, delivered the goods to V« 
which enabled the communications 

kept up when there was no possibilit 
restoring railroad trafhe. In view o 


+ 


fact that man has reached the place 
he can dive in the sea like a fish, w 
he can fly in the air like a_ bird, 


everything which relates to motion 
be lubricated, when ships are aband 
val, do you wonder that we who a 
the oil business say that in truth a! 
fact this is the age of oil and that 
leum is power? 
‘Recognizing this fact, nearly « 
the world is either thi 
monopoly or thi 


nation 
of a petroleum 
of excluding aliens, and we are alte 
other nations, from the owners! 

petroleum, from the ownership of 

in petroleum companies, in view o! 
ie United States in all pr 


fact that tl 
| ll soon be on 


bility wi an import 


n accident because that com! 
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as petroleum is concerned—don't 
think the time has arrived when 
ought to be a national organiza- 
the oil business which can see 
that in a nation which is not pa- 
listic, thank God for that, in a na- 
vhere some form of individualism 
extant, is it not worth while that 
should be an organization not 
of Standard companies, but of 
d and Independent alike which 
ve for its objective the keeping 
American petroleum flag in every 
the world? 
issing the case of the Standard 
lifornia, Mr. Welch said: 


re was introduced in the senate 
Inited States by one Miles 
xter a resolution based upon a 


al analysis of the operations of 
California oil companies, and 
other things the particular 
‘If the 1919 net profits 
of the Standard Oil Company 
yrnia) are honestly computed 
he word honest), they will, after 
exceed 60 per cent on 
A very innocent sen- 


is said: 


ljuctions, 


vestment.’ 


Interest Of Public 
see where your interest lies, 
ee where the interest of the pub- 
in this matter, because if your 
ts are not identical with the in- 
of the public, then even if they 
entical with the interests of the 
St ard of California, there should be 
rther consideration of the subject. 
w, why are you interested in 
Why are the public interested in 
\nd why is the American Petro- 


Institute interested in it? Do 
know that there is abroad in the 
t the present time the Plumb 


- railroads, other plans, the doc- 
that interest upon investment is 
measure for return in business, 
getting tremendous support in 
gh official quarters? 
it is your interest in the sub- 
First, in order that there may be 
ception about this question 
nest computation, let me read a 
it from the case of Smythe vs. 
in the 19th United States 466, 
the United States Supreme 
referring to a public utility, said: 
old, however, that the basis of all 
lations as to the reasonableness 
tes to be charged by a corporation 
taining a highway under legisla- 
inction must be the fair value of 
roperty being used for the con 
ce of the public.’ 
you interested? I ask you, for 
ple, those of you who do business 
territory of the Standard of In 
whether you are interested in the 
ple which I am discussing, and 
er, if you hear | am making some 
ents in regard to that statement 
yng to believe 





ny of you pre ™ 
mere tool of somebody who 
to establish something The 
Oil Company of Indiana has 
t valuable single asset of any 
ration in the world—the Bur 
ess. Is it an investment? No. 
value? Millions! 
tlemen, four years ago to this 
me from a little lowa village 
I love—my little home is_ back 
et. If I must choose between 


ybody’s tool, even the tool of 
le industry, and thank God no 
nts me to be a tool? That’s the 

irt about it!—but if I had to 
being the tool directly 







petween 














or indirectly of anybody there is one 
thing, one kind of independence which 
has not been wiped from the earth. It 
is the independence which a messenger 
boy can have, it is the independence 
which a newsboy can have, it is the in- 
dependence which a day laborer can 
have, it is the independence that a jan- 
itor in a Y. M. C. A. can have, it is the in- 
dependence which a telegraph operator 
may have, it is the independence which a 
country lawyer can have and did have, 
and if I ever have to make any choice, if I 
ever have to give up one ounce of that in- 
dividualism and of that honesty of purpose 
which every man wishes to have, I shall 
be like Huck Finn, who, when he and 
Tom Sawyer found thousands in gold 
in Indian Joe’s cabin, they took it to 
town and Tom for the first time in his 
life got him away from the hogshead 
back of the slaughter house and took him 
over to Widow Douglas’. 





“He stood it for a few days and then 
disappeared. They dragged the river 
looking for him and searched the coun- 
try for him, but to no avail, and Tom 
went down to the slaughter house and 
found Huck in one of the hogsheads in 
rags. 

“He had gotten rid of his store 
clothes and he sat there in the hogs 
head laughing and chattering and said, 
‘Tom, they wanted to brush me, they 
wanted to clean me, they wanted me to 
get up by the clock and they were so 
durned nice [I couldn’t swear and | 
couldn't spit, I couldn’t scratch, | 
couldn't do anything, and Tom, I 
couldn't stand it,’ and if I ever get into 
that situation in the American Petro- 
leum Institute, believe me there is one 
boy who is going back to the country, 


and you will hear me saying, ‘Boys, I 
couldn't stand ‘er! I couldn’t stand 
1? 

er! 


Call On Railroad Administration 
To Prove Loading Rack Danger 


Staff Special 

CHICAGO, Oct. 22.—Resolutions 
condemning the Bureau of Explosives’ 
loading rack order B. C. L. 180; calling 
upon the railroad administration to 
prove its case in ordering loading racks 
to be located at least 80 feet from main 
line tracks ; and declaring that enforcement 
would be a calamity more serious to 
the public than to the oil industry, were 
adopted by the I. O. M. A. at the 
luncheon this noon. 

The matter was brought up by T. J. 
Gay, president of the Gay Oil Com- 
pany, Little Rock, Ark., who asked 
Secretary Grant to read the resolution 
which had been prepared. The reso- 
lution read as follows: 

“The Independent Oil Men’s Asso- 
ciation, comprised of marketers and re- 
finers of petroleum products and supply 
men dealing in merchandise incident to 
the oil industry, in convention as- 
sembled at the Congress Hotel, Chi- 
cago, Illinois, October 21, 22 and 23, 
1919, representing the marketing and 
refining interests of the country, note 
with alarm and consternation the ac- 
tion of the Federal Railroad Adminis- 
tration in adopting and putting into 
effect, upon the recommendation of 
the Bureau of Explosives, Circular B. 
C. L. 180, containing the rules govern- 
ing the location of loading racks and 
unloading points for casinghead gaso- 
line, refinery gasoline, naptha, or any 
other inflammable liquid with flash 
point below 30 degrees F. 


Order Unwarranted 


“The resulting damage to the public, 
and to the industry itself, has no war- 
rant in fact based oa experience of over 
a quarter of a century. There has 
been no evidence submitted, nor is it 
true in the experience of men engaged 
in the oil business over a period of 
years, that the present location of load- 
ing and unloading equipment, with 
respect to its proximity to passing lo- 
comotives and trains, is more than a 
theoretical menace to the life and safety 
of railroad employes or the traveling 
public, or to the property of the carriers 
or the property of the shipping public, 
because there is no material precedent 





on which to base a conclusion as to 


what rules would be fair alike to the 
carriers and to the oil industry. 
“If the rules become effective, ex- 


pansion of the petroleum business, 
which is more essential to the public 
than to the industry, will be immeasur- 
ably hampered. Investments made, 
in many cases with the cooperation of 
the railroads, sanctioned by them, en- 
couraged by them, and made under con- 
ditions when consideration of public 
policy were no less keen than at the pre- 
sent time, will be utterly wiped out. 
“Whereas, The rail carriers of the 
country have adopted the above men 
tioned circular without conference with 
the oil industry, which rules affect the 
industry to a most serious extent, prac 
tically amounting to confiscation, and 
“Whereas, These rules have been sus 
pended only for a period of forty-five 
(45) days, which is entirely insufficient 
to enable the industry to submit proof 
that the requirements are uncalled for, 
impractical, and unnecessary, and 
“Whereas, Enforcement of the above- 
mentioned rules would constitute a 
national calamity for the reasons given; 
“Therefore, be it resolved, that this 
convention request and urge in strong- 
est possible terms in behalf of the 
oil industry of the country that Cir 
cular B. C. L. 180 be indefinitely sus- 
pended and that the rules and regula- 
tions contained therein be not put in 
to effect, and that the rail carriers, as 
represented by their corporate officers 
or by the Federal Railroad Administra- 
tion, or both, make proof of the neces 
sity for a change in conditions which 
have existed in recent years, and that 
each particular location, either of 
trackage or storage, be treated as an 
individual and not covered by 
general rules, and where a menace to 
life and property is found, that these 
particular cases be considered rather 
than thru the method obtainable thru 
general rules and regulations, and be 
it further 
“Resolved, That a copy of this reso- 
lution shall be spread upon the minutes 
of the meeting and a copy be sent to 
the Bureau of Explosives and the 
American Petroleum Institute.” 


case 
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Tells Dramatic Story 


Of Rise Of 


Western Refiners 


Staff Special 
CHICAGO, Oct. 23 


HE story oft the we 
how he has grown 11 
years 
auspicious beginnings to become the pre 
factor he is in the petr 


ent enormous 

leum industry of America and of the 
world, was dramatically told at the luncl 
eon of the I. O. M. A. convention by Pat 


Malloy, president of the Western 
leum Refiners’ Association. 

Mr. Malloy, who won his spurs in the 
as a county prosecutor Oklahoma 


busines 


law 
before entering the oil 
vice president of the Constantin Refining 
Company, and of whom Secretary Welch 
of the American Petroleum Institute, said 
in his preceding address, “He has a head 
and a tongue that will carry him high in 


+ } 


ecome 


the councils of the nation,” gripped the 
imagination of his audience as he told how 
the “insignificant group of adventurous 
men with no more prestige than they had 


pipe lines—and they could not count a 


mile of them at that, has come to 


in this great industry that is inferior to 


none, that is the equal of any—a 
the industry that challenges the 
tion, that invites the investment of the 
greatest financiers of the vorld.” Mr 
Malloy’s address follows 

“T am asked by the committee who pr: 
sented me with the very kind inv 
to speak upon the Independent western rt 


finers. That is a broad subject 
western refiner has crossed the sea, at 
if you could know just where he is thi 
afternoon you might find him looking into 


it 
the fields of Galicia, undertakir to make 
the oil flow where only bullets flew | 
fore 
“The title of the 
friends, comprehends entirely too 
and so, at the very outset, let me beg leave 
to restrict the meaning of my _ subje 


westert refiner. 


within the limits of my assignment Le 
me tell you that the Independent re 

of the west has at last come to himsse 
It is now possible to state in terms of ea 
understanding who and what he is. | 
the least beginnings, from the slender 


forces, he has come in less than five veat 
to a place in this great industry that 1 
ferior to none, that is the equa 
a place in the industry, my friends, tl 
challenges the attention, that 
investment of the greatest 

the world. 


Littlest Fellows 


‘It was a very insi 


in Trade 


adventurous men, my friends. wil t 

up the Independent re 

the west less than a 

were of the least cor lit 

fellows in the trade ry 

prestige than they had 

they couldn’t count a l t 

of that. They didn’t aff 

any more than they affected the 

the bankers, and that was I]! 
“Experienced pipe line men heart 

them with the prediction that bankrupt 

was what the morning woul lv | 

In all the industry there 

as to do them reverencs That 

beginning. That was 





from the smallest and least 


é 
own hands 
tell you, m 


St moment 


> 1 1 9:3 -? 
Behold the accomplishment! 


it with their 


e success tha 
hey have wrought! Let 
riends, that the thing of m 
f the Independent 1 
west is this: That from 
from the darkest ho 
ind thru all the contests of trade, they 
were—let me tell you they are today—the 
uncontrolled and unmarshaled men of their 
ywwn plants. Their investment is there, 
their enterprise is there, they are open and 
full-statured and unafraid, and they are 
willing to meet the consequences of the 
future. 

“T said, beholding their accomplishment 
‘Why, it reads like a romance!’ No man’s 
heart is so cold that it isn’t quickened at 
he thought of the things that they have 
done! Sixty successful members make 

p their list. Into their stills run almost 
| not all, the selected and high class crude 
»f the Mid-Continent fields. Of the three 
hundred and some thousand barrels that 
ire produced every day in Oklahoma and 
[exas or Kansas, they refine two hun- 
lred and twenty-five. Thirty thousand 
tank cars carry their prestige and prod 
icts to the very ends of the earth. 7 
they have pipe-lined half a con 
nent. They have sold the things they 
nake into every hamlet and every village 
this republic. They have done even 


ce. 


Irie 


neries 


€ success ¢ 
the 


beginnings, 


ref 
the var 


us 


¢ 





1 
i 


vether, 


Set Commerce on Sea 

They have the 
ommerce upon the sea, destined for the 
rts of all the world and the marts of 
every man. Why, my friends, their en 
terprises are upon the shores of Lake 
lichigan and have touched the stream 
»f the Gulf! More than a billion dollars 
bet upon their genius and their enter- 


set course of their 


ise and their courage. They are tl 
ruest test of millions of American met 

10 are their partners, so to speak, in the 

urities they sold—and let me say this 
hat of all of the companies that I have 
the honor to speak for today, not a single 


been sold to th 


has 


1 
sus stock 


ever 





iat does that mean ? success of 
It is the r to the 
O1 soap box It is the proof 
lusive and concluded that monopol 
es not sit in the petroleum busine 
t means that the spirit of independen: 
| oT free lom writes the course 
de and builds the market of the tl 
t we sell It mean ye: it me 
friends, that the Independent re : 
the west have not alone made mon 
y ive nade history Chey hav 
vith unerring pen at loctrin¢ 
mi 
‘It is the doctrine that in this An 
untry, in the business that we ar 
d in, competition is still the life 


r 
id dem i] 


i that the law of supply an 

the barometer that makes the market 

r the the things we sell; it means tl 

price-fixing or price regulation is bort 

the theory and the idealisms of social 
and is unnecessary and rui 

terests of the American 

“T challenge the interest en 


men who are 


and in price-fixing and in G 





‘ nent ownership, to compare the pri 
petroleum products during the 
ind the price of wheat and the price 

cotton, 


“One was fixed by the industry, one w 
xed by the Government, and do 
know ?—of you but | 
times wonder if the public knows, or c 

that the products of petroleum sold 
during than before the war. Th 


course do, some 


, 
f 
' 


1ess 


gasoline is being sold today at the refine: 
ies in Oklahoma for two cents cheaper 


than it was in 1915. That we have 
sorbed the increase in labor and materi 
and living and every item that enters int 
the of manufacture and have 1 
passed it on to the ultimate 
and in that circumstance we stand al 
the | of the public opinion 
this land. 

“Let me tell those who may speak 
Standard Oil Company that in 
circumstance that they cannot monopol 
the markets of petroleum lies their b: 
security, their ultimate salvation. 

“The message from the Independ 
refiners to you gentlemen—and just f 
moment let’s clear our own decks in 
face of the unrest of the country 
know the whole structure of things is be 
upset. There is a tenseness in the thr 
of America that challenges the inter 
of every man and touches the doorste] 
every citizen. We are told that revolut 
is imminent, that conferences sit witl 
avail in Washington to determine and 
iron out the relations between labor 
capital. 

“And that is so. But from that inqu 
from that visitation of the power of | 
stand while in defense 
must stand together. There is no ro 
all this land, my friends, for the red 
There is but one emblem of freedom, 
guarantee of property and of pers 
rights, and that is the flag that waved 
triumph upon the Flandet 
the Star Spangled |] 

“Let’s look into 
»wn skeleton. My 
in the spirit of a 
fended his ow 


let me say 


cost 
Dar 


etore 


the 


we apart, its 


fields of 


sanner ! 

our own closets for 
friend, Mr. Welch, | 
fighting Irishman 
n integrity. Let us be fr 

it on behalf of the gentle 


that I have the honor to represent and 
whose name | eak—that there has 
thruout the field the charge that the 
ers are upon our backs id that t 
nte nd to St a) there | eT us tell { 


ive of the Amer 
Institute, that they tell us 


thru the medium of that Institute 


istry to its preservation 
American Petroleum I: 
fellowship and of frie 


you gentleme: vho r 


> 
tute the hand of 
hip \\ sav to 


ent t bbers, ‘We stand with you 
every effort that will promote the inte 
»f the little and the big, that will s« 
the purpose of the largest and the I 
3evond that we do nothing.’ ”’ 


consumer 
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Staff Special 
CHICAGO, Oct. 23 


Frys HAT the eleventh annual con- 
vention of the Independent Oil 
Men’s Association which closed 

the most successful ever 

from the standpoint of those who 
sht space in the exhibit room to 
lay their goods was indicated by 
opinions expressed at a meeting 
the exhibitors held this afternoon, 
which Secretary Grant presided. 
opening the meeting by asking 
exhibitors to give frankly any criti- 
s they might have, Mr. Grant 
ned the meeting over to E. Rose 
npson, of the St. Louis Tin & Sheet 
Working Company. 
re were minor complaints about 


+ Ww 
Was 


ervice from the hotel staff and 
the petty extortions of trimmers, 
rators and others of that sort, but 
ynsensus of opinion was that the 


had been the best ever held. 
those present at the meeting 
1 their intention of taking space 


ntior 


1920 convention 


nse to the request for criti- 
yinions on the handling of 
tion this year, A. D Rice, of 
bian Steel Tank Company, 


City, said: 
have been several things during 
vention that have impressed me. 
nention one or two things that I 
ve been a decided improvement 
ver other conventions. I was 
know that they had the regis- 
at the rear, where it at least 
ople to go back thru there 
er feature was the music that we 
down there that on some other 
absent. That has helped, 
timation, a great deal. It has 
me kind of an entertainment and 
to draw attention back in the 


m 


was 


S. Knight, of the Lubriko 
Philadelphia, said, “I don't 
ve any criticism to offer ex 
vice of the porters. ] 
exhibition this year is an 
nt over last year, especially 


( eT 


nd the registration booth 

[ think you can take it 

ll be here next year as ex 
M of the Tckheim Oil 
p Company, Ft. Wayne, 

I think the arrangements 


it room are about as well 
lo considering the space 
but the only criticism 


it is that I think the 
ought to arrange wit! 
} 


ve a definite plan for 

to how much and what 

s are going to charge and 
going to furnish. I 
that we are in a posi 


the other exhibitors, in 
ittle too much for our 
[That is the only criticism I 


y that we will be very 








Convention 


glad to exhibit next year.” 

Mr. Wymer, of the General Petro 
leum Schools, Chicago, said: “I wish 
to state that we are contemplating hav- 
ing another exhibit next year. We have 
been very well satisfied this year.” 

A. M. Graver, Graver Tank Works, 
Chicago: “Well, I have no _ especial 
criticisms to offer. [I think that they 
made as much of the space as they 
possibly could. We find our especial 
booth rather crowded on account of the 
grate which is supposed to project into 
the space about 10 inches and I think 
it projects about three feet. We are 
not kicking on that as we have enough 
space there to exhibit what we have, 
and [ think the whole convention is a 
marked improvement over any other 
that I have attended, both socially and 
from a commercial standpoint. We 
will certainly exhibit at the next con- 
vention.” 

Q. P. Stahlman, Dawes Electric 
Sign & Manufacturing Company, Pitts- 
burgh, said: “It has not been my good 
fortune to have visited many of these 


shows. This is the second one I have 
been at, altho I have followed electric 
shows for twenty-two years. I was 


glad to see some music brought into the 
room this time, because I happened to 


attend the one at the Biltmore Hotel 
and I know I have entered five times 
the business here that I did in New 


York, coming from new customers that 


we have never done business with be 
fore, and [ presume that the Dawes 
Electric Sign Manufacturing Company 





Exhibitors at I. O. M. A. 


Convention 


Tokheim Pump & Mfg. Co. 

Butler Manufacturing Co. 

Wayne Oil Tank & Pump Co. 

U. S. & Cuban Allied Works En- 
gineering Corp. 

S. F. Bowser & Co. 

Wm. Graver Tank Works 

Dawes Electric Sign & Mfg. Co. 

Petroleum Iron Works of Ohio 

Metal Hose & Tubing Co. 

The White Company 

Columbian Steel Tank Co. 

American Can Company 

Davis Welding & Mfg. Co. 

The Heil Company 

Milwaukee Tank Works 

St. Louis Tin & Sheet Metal 
Working Company 

Peerless Equipment Company 

Novo Engine Company 

C. J. Tagliabue Mfg. Company 

A. Y. McDonald Mfg. Company 

Blackmer Rotary Pump Co. 

A. W. Wheaton Brass Works 

Sherwin-Williams Company 

J. H. Haney & Company 

Wilson & Bennet Mfg. Company 

Gilbert & Barker Mfg. Co. 

Gardner Governor Co. 

Pennsylvania Flexible Metallic 
Tubing Co. 














Exhibitors Pleased With Results At 


will attend all these conventions as 
long as globes are used over pumps. 

“The electrical shows that I have 
attended have the greatest crowd where 
there is the most movement, and I feel 
sure if we can keep plenty of noise in 
the room to keep people in there, or if 
we can have plenty of music. 

“T feel quite sure I can speak for the 
Dawes Electric Manufacturing Com 
pany that they will attend all the con- 
ventions you have.” 


“W. A. Johnson, Pennsylvania Flex 
ible Metallic Tubing Company, Chica- 
go, had this to say: “I haven't any 


criticism. All my thoughts are good, 
but some of the criticisms that have 
been mentioned I feel. now, that I could 
agree with, especially on the _ cost 
of some of my trimmings. I find that 
I have had quite a successful time dur 
ing the two days and have been well 
repaid for getting in, which I didn’t 
anticipate a week ago.” 

J. F. Heil, the Heil Company, Mil- 
waukee, said: “I haven't any criticism 
to offer. There is only one thing I 
want to say and that is, we ought to 
have more room to show. Iam not so 
fortunate as the Columbian Tank Com- 


pany that I could bring a full sized 
tank, because my space didn’t permit 
it. I would like to, but I think the 
space that we have—and if everybody 
would decide on a small space and 
give all the different manufacturers in 
the industry an opportunity to ex 


hibit even though they don’t exhibit a 
complete article of what they manu 


facture in the tank line—I think we 
ought to limit our space, and I don't 
think that the charge that the asso 
ciation makes any too much because 


I dont’ consider it as a charge ] 
consider it as contributing just a small 


part towards the expenses of a con 
vention which takes a lot of money to 
run, and I think that $75 isn’t enough 
money T 

Mr. Crawford, A. Y. MacDonald 


Manufacturing Company, Dubuque, 


Iowa, said: “We have been attending 
these conventions for years and each one 
seems to be better than the previous 


one, and this present convention seems 


to be the best so far. In so far as the 
expense is concerned, I think we can 
leave that to whatever committee han- 
dles that We teel that the money 
we spend in these mventions couldn't 
be spent better, and in so far as what 
we would have to pay for our future 
space, we leave that to the committee 
in charge Everybody, as far as I 
know, and as far as our concern goes 
is satished, and everything is O. K 


That's all I have to say 

A. W. Wheaton, A. W. Wheaton Brass 
Works, Newark, New Jersey, said: “Mr. 
Thompson, I really haven’t any criticism 
to make. I was going to say just about 
what Mr. Crawford had to say, that I 
think this is the best convention I have at- 
tended, altho I have only been to the past 
five or six. 

“One the excessive 


criticism about 
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charge that I think they nade f 
the trimmings—it is really outrageous the 
price we have to pay for a couple « 
chairs and a stand. | am sure if I ar 
alive I will be here next year at right 
along with the rest of you 

E. A. Hagel, Peerless Equipment Com- 
pany, Chicago, said Mr. 1] I 
are very well satisfied with the results 
tained and have no criticist ate t 
offer. We hope to be wit 1 next year 
with larger space, if possible 

George ( Schaffer. Novo Engine Com 
pany, Chicago, said ‘We | e attende: 
these conventions for s« l vears. a 
anything that | might say the wv 
criticism I think has been taken care 
by those who have spoken before me, ; 
if the next convention 1s a ] 
this one has been, | thinl yl pe 


commendation 
have to do pretty well 
“We will be with 
.» ] ; +} 
anything you people do in the way of price 
etc., for space, we simply wi 


you next year 


istied with, or anything that you put up to 
us, and if there is a deficiency or anything 
of that kind, you can always bank on thi 
Novo Company.” 

Mr. Pinot, Wayne Oil Tank and Pulp 


Company: “I don’t know as there is any 
thing I can add to what has been said 
here. In fact, several points that have 
been brought up are what I had in mind 
in the way of criticism, but I am sure the 
benefits that we have derived from 
this meeting have’ more offset 
what we have had in the way of criticism 
I am sure our people will exhibit at all 
the future conventions, especially 
year.” 

K. Lydecker, The White 
Cleveland: “Mr. Thompson, we have no 
criticisms to offer. f 


than 
tnan 


next 
Company 


I agree with sume of 
the suggestions that have been made with 
regard to prices, and I think that if we 
can come to rental on a square foot basis, 
it might be more equitable. I think the 
suggestion about the registration | 
in the rear of the hall bringing people in 
and having the orchestra at a set time it 
which the different attendants at the cor 

vention can come in is something to be 
considered. I think that as far as I know 
we will continue to exhibit.” 

Mr. Clark, Sherwin-Williams Company 
Kansas City: “We are well pleased wit! 
the results and have no special suggestions 
or comments. The other gentlemen who 
have made statements with reference to 
the space and other items—we agree, how 
ever, that the trimmer was a very good 
trimmer. Aside from that, we are very 
well satisfied.” 

Robert Clark, Jr., advertising manager 
for the Petroleum Works Company and 
Pennsylvania Tank Car Company: “Mr 
Grant spoke about the social and _ fina 
cial aspects of the convention being very 
well taken care of, but he mentioned at 
educational feature which I think has beer 
overlooked. That is the matter of pu 
licity. I notice in the Chicag 
we got not more than two or 
in any paper I have seen 


1 
wnt! 


+ 


could get more attention that way w 

would get more visitors to the conventi 
“I'd also like to say that our compa 

has been very well pleased with the results 


we have gotten here, and we are in favor 
of the registration booth back in the ha 
which draws people in. 
“T’d like to suggest 
when they send out a blue 
reservations on the floor, that t 
send out a standardized list of prices, how 
much the chairs would cost, how much a 


table would cost, how much a rug would 


also that next 


yst. I think that has been mentioned be- 
fore. As far as I know we wiil be repr 
ented next year.” 

W. P. Behn, Steel 
Chicago “This is the first time we have 

hibited at this 
g is satisfactory with the exception ot 
trimmings. We are also among the 
st of those trimmed in that respect. Out 
ide of that, everything is satisfactory, and 
as to attending the next convention, | have 
Robbins, who 


Products Company, 
convention, but every 


ine 
iT] 


nothing to say, as our Mr 
has cl arge of that, is unable to be here 
Westcott, Metal Hose & Tubing 
ympany, Brooklyn: “It seems obviou 
to me that the hotel is not an ideal place 
r an exhibit, but it may be ideal for e 
it and convention. That 1s to say, the 
resulting with the « 


R. S 


social features 
and that is valuable, but I am surprised at 
the Independent Oil Men’s and _ similat 


having more prest ( 


rganizations not 
ind influence with the hotel 
(Laughter.) They don’t care whether we 
live or die and in 
equence we get no service from them 
and I have ceased to look for service. 
“We are willing to pay for it, but w 
sught to have it and there is that matte: 
of criticism. All the rest I have to say 1s 


management 


after we get here, 


John R. Field, Gilbert & Barker M 
facturing Company, Springfield: 
did I realize that I had created such a eo 
among the fellow-exhibitors her 
told Mr. Grant that he’d ha 
get out of the main room. I didn’t } 
about this convention until along in (i 

when I called to look the le 

prints over I found there wasn’t any pos 
sible space, so that taking the exper 
from March with the National Petr 
Congress convention, I suggested to Mr 
that he himself int 
room and let me have the 


1 
} 


feeling 
when | 


toper, and 


Garant remove 
yack 
where 


tion 


e was going to have his reg 


desk. That is how I happen 


really think it is a good idea 
bacl That is one thing 
members to come 
exhibits. 


of the room and see the 
“So far as our exhibiting next j 
concerned, we have always exhibite 
are associate members and always w 
ibit at an oil convention. 


‘I believe we have been well pai 


ur exhibit this year, not only in ré 


to orders taken, but for the general « 
tion of the buying public.” 





Asks Independents To Bid On 
Oil Supplies For U.S.Army 


Staff Special 
CHICAGO, Oct. 22.—A frank invita 


tion to the Independent oil man to bid 
on petroleum products needed by the gov 
ernment in large quantities and assurance 
that they will be welcomed if they visit 
his office in Washington was extended 
in an address to the I. O. M. A. members 
by Colonel C. A. De Voe, of the 
Purchasing Branch of _ the 
Department, United 


today 
Material 
Quartermaster’ s 
States Army. 

President 


In introducing the speaker, 


Sweney said: 

“Tt has been the 
pendent men engaged in the oil business 
that it was practically useless to try to 
sell the government of the United States 
petroleum line. 


belief of the Inde- 


their supplies in the 
Happily, we have with us today a gentle 
words 
your mind of 


man who is going to say a few 
with a view of disabusing 
that idea.” 

Colonel De Voe, who saw active 
in the Argonne, said: 

“T want to bring to your attention the 

t that your government is doing a 
tremendous business in the materials with 
which you deal. I want to bring to your 
attention the source of consumption that 
I think will be to your interest, and | hope 
to that of the government, to get in 
and that is the source of c 
exercised by your government. It wa 
yesterday—it is_ here 
make no mistake about it, it will be right 


service 


nsumption as 


} ] 
leré today ald, 


here when your grandchildren are doing 
pDusiness., 

“If you hear anybody tell you to let 
ilone a government contract, that the 
ecifications have a trick of some kind 


up their sleeve, my answer to that is the 
il game is full of tricksters, because we 


trouble in getting trom various 





have no 

and sundry oil producers what we want 
What we want now ts this thing scattere 
re 1 these [ne ] 


und among lependent people, 


who have just as much license and libert 


with the thing and just as much s| 
it as anybody. 
Reads Army Requirements 

“I have a few qualities here that 
read to you. The districts in whicl 
are wanted. In the north Atlantic 
the Zone Supply Officer in Boston, d 
the quarter of January, February 
March, will require 186,000 gallo 
motor gas, 3,000 of kerosene, 40,000 
fuel, 31,000 gallons of lubricant, 4, 
pounds of grease. The New York d 
trict, which takes in New York, Delawar 
Pennsylvania, and New Jersey, will want 
1,250,000 gallons of gasoline, 91,000 
lons of aviation gas, 18,500 of ker 
6,200,015 gallons of fuel oil, 67,000 
lubricant, 22,000 pounds of greas« 
on down the line it goes. In Texa 
will want over 1,000,000 gallons of 
gas, 500,000 of aviation gas, 77,000 ga 
lons of kerosene, 321,000 fuel oil, 131,00 
gallons of lubricants, 20,000 pounds 0 
grease, 174,000 gallons aviation gas, 1,250 
000 of fuel oil, 208,000 gallons of lub 
it 1s scattered all over the [ 
States, and you have only got 
take a look at the map where these pla 
are located to see where your strateg! 
your line of communicat! 

such as to put you in an a 
and give me a | 


\ 





line is, 
railroads, 
vanced position 


this thing 


Wants Firms to Bid 





“Tl want the names of your firn 
you represent; | want to send 
about the first of November proposals 


have you submit bids on these quai 
There is no reason why you shouldnt 4 
it. I will send these proposals to you. # 
| monkey with 
take some 
23,000 
fuel oil 
515.000 ga 
greases, Multipl 


four al vou have got the 





you don’t want to it, let 
want to, 
*Aviatior1 gasoline, 
kerosene, 270,000 gallons: 
lubricant 
520,000 pounds 


vo. If vou do 
10 & 


GOO gallons; 















met! S rT i vear 
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ANNOUNCINS, 
New 3% Ton Model *4990 


| 





POPPE PSPErec rc 









J 


Steel Wheels 
Four Speed Transmission 








Motor —4'. x 6” 
Timken Axles 


For Low Cost Ton-Mile 


HIS newest Garford 31% ton There is back of it a five 
model is designed and built million dollar company and a 








for the heavier tasks of hauling. 


It is big, powerful—a giant in 
strength, and in every way lives 
up to Garford’s standard of 
quality. 


This new model embodies the 
best of Garford’s twelve years 
of experience in the manufac- 
ture of high grade motor 
trucks. 


“USERS 


Definite System of Service. 


Garford quality is main- 
tained throughout, and the 
exceptional price is made pos- 
sible only through quantity 
production. 


The design, materials and 
manufacture of this new model 
all combine in securing low 
cost ton-mile delivery. 


K NOw™ 





The Garford Motor Truck Company, Lima, Ohio 





RUCKS 
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Staff Special 
CHICAGO, Oct. 26 
H |] address ot Maj l 


Leonard Wood, which brought the 


rudience to 1ts Tee 1eering al 

waving napkins, and printed 
it lengtl n another page € ] 
‘ | nae g 4] I 

feature of the annual banque if the Ii 
dependent Ou1l \ien’s Association wit 
which the three-day convention closed 


Colonel R. W. Stewart, chairman 
board of directors of the Standard Oil 
Company of Indiana, was to have made 
an address, but was unable to be present. 
E. FE. Grant, secretary of the association, 
read a letter from him expressing his 
regret that he could not come. 

G. I. Sweney, of the Bartles Oil Com 
pany of Peoria, retiring president of the 
I. O. M. A., acted as toastmaster. After 
greeting those present in the name of the 
officers and directors of the association 
and expressing his satisfaction that so 
large a number of ladies was present, he 
asserted that the 1919 convention had been 
by all odds the most successful conven- 
tion ever held by the association and at- 
tributed this in no small degree to the 
presence of the ladies. 


When General Wood entered the hall 


the entire audience rose to its feet, waving 


napkins, applauding and cheering, and 
while they were all standing the orchestra 
swung into the strains of the “Star 
Spangled Banner.” Again when the gen 


eral arose to speak he was greeted by a 
similar demonstration, as he was at the 
conclusion of his address 

The next speaker, Governor Shoup, of 
Colorada, was introduced by the toast- 
master as oil man as well as statesman, 
and he kept the audience in good humor 


with funny stories. He opened yy 
stating that far as it was from his in 
tention to introduce politics into such a 


+ 


meeting, he would be glad to vote for 
General Wood for president on the plat 
form the general had just enunciated in 
his speech. This caught the spirit of the 
banqueters and provoked a1 

cheering. Governor Shoup, itter expatiat 
ing on the beauties of Colorado, invited 
the I. O. M. A. to hold its next conventio1 
in Denver. 


Anda Speaks as Jobber 


other burst yt 


After the speech ot Gove or = Sh 
was finished, the toastmaster, stating 1 
the jobbers had been too modest in that 
not one of them had a 
vention, called on O. M. A t 
Garden City Oil Company to speak f 
that end of the oil l Mr \ 4 
made a strong appeal , 
and fair play thruout the industry 

At the conclusio1 f tl peaking, Mr 
Sweney adjourney th nvention witl 
out date. The tabl | chairs were 
cleared from the banquet hall and_ the 
evening finished with dat 

Governor Shoup’s addr n part 
lows: 

“General Wood has told vou what a 
great, rich country we have and I am sure 
that the oil men of this country admit 
because they have most of the mon 


General Wood said something about the 


days in September we had a Cons 





To Cheers 


ynstitution. You know, on one of the 
titution 
Day in America and that constitution was 
132 years old. It is the same old constitu- 

that Washington and Jefferson laid 
down as the foundation of a nation, it 
the same old constitution that Lincoln and 
Douglas debated about, that saved that 
old foundation, and it is the same old 
constitution for Roosevelt, for Bryan, for 
you and for me, and it is certainly good 
enough to go 132 years more. 


General Wood Has Cure 

‘IT went over to see General Wood today 
to find out what to do if something hap- 
pened, and he beats any doctor I ever 
saw because he has a cure for every- 
thing. 

“T bring to you special greetings from 
the state of Colorado. We are not very 
much in the oil business in the way of 
production, but you know when you men 
down in Oklahoma, Texas, Kansas get 
all thru we have what’s left in the oil 
business. We have those mountains of 
shale, and recently I read a report where 
an engineer figured out that in just a little 
strip there were thirty-three billions of 
tons of this shale that contained more than 
a barrel of oil per ton, and those figures 
reminded me somewhat of the Liberty 
Loans. When you get into billions it is 
disconcerting. When you get broke and 
down and out, as you will be, come to 
( olorado. 


“You know we have the best people 
the purest sunshine and the finest air, 
and this is all leading up to something I 
have to bring before you—the attractive 
features of Colorado—because the oil men 
of this convention are invited to hold 
their next convention in Denver. Denver 
will be just as dry as Chicago, but you 
will have very much better water. 

“We live, as it were, at the crest of the 
continent; the Rocky Mountain range goes 
thru the main part of our state. We have 
forty peaks more than 14,000 feet high 
and we have more than 300 peaks more 
than 10,000 feet high. In fact, we get out 
there so that we measure ourselves by so 
many feet high. Down here you talk 
about sea level, but out there we t 
about mountain ranges, so we have hig! 
ideals. herefore, I hope when the next 
onvention selects its place it will sel 
Colorado. 

Two Small Oil Fields 
“You know the old woman came out t 


1 


Colorado and said she didn’t think mu 





it because she couldn’t raise anything 

ut there but alpaca, and you had to irri 
tate that. 

ON + —— have ] 

ow, in Colorad we nave two i 

l ls We ] ive im | | el ] | T 

me in Florence, but they é t 


ye very much in the way of addi 
the world’s supply of oil, and I rem 
several years ago, when I first started 
e oil 


vas an honest business then, I went to a 





business, because I thought that 
man who is now vice president of a fai 
large company and I explained to him 
ibout the possible production in a fie 
Wyoming of 1,000 barrels a day. 

“He looked at me in rather wonder 
ment and amusement, because | 


ne was 
il man and I wanted to be one, and ther 








en. Wood Stirs I. O. M. A. Banqueters 


[ went to a man who had been associ 
the oil business for 50 years and 


I “ , . 

this great field in Wyoming. He 

‘Why, young man, we pay 25 cents a 

lon for that spring water. You had 
; 


go out and get a spring 


“That Was in 1912 And SO tha 


what has taken place in the oil indust 
the last 25 It is marvelous, a1 
you needn’t go back 25 years. 


years. 


Traces Industry’s Growth 


“If you will go back five years « 
years you will begin to realize wl 
wonderful thing the oil industry 
grown to be. Now, there are three 
disappointments in nature that I 
because they happen to be close t 
The first great disappointment was 


cow pasture near Pike’s Peak. Yet 


the last 25 years they have dug out o 
Cripple Creek district $400,000,000 
of gold, and what was a disappoint 


as a cow pasture has turned out to 
good gold mine. 


“The Salt Creek oil field was a failure 


as a sheep pasture. Pat Sullivan’s 
got poor. The wool would hardly 
and yet, after a failure as a sheep pa 
it is a success as an oil field and is 
ble of producing 50,000 barrels a day 


s 
+ 


its conditions are fully ripe. So tf 
number two was a sheep pasture 


“And the last great failure whi 
have before you is probably one « 
greatest cattle ranges the country 
ever known, and yet the drouth c: 
few years ago and the people at R: 
Texas, had to ship their cattle up 
north and today the cattle range 
failure, but the Ranger oil field is 
So nature’s three great failures, 
view them, had their usefulness and 
in the world, and I think that is 
thing about the oil men. They us 
sell us good gasoline at 6 cents a ¢ 
Now they sell us worse gasoline 
cents. 


“Out in Colorado we have been 
nate in having a man who has been t 
spector of the oil there and who has 
a great deal in our state to get the « 
of gasoline to a standard. James D 
the oil inspector for the state of Col 
and much credit is due him for wl 
been accomplished. During the last 
sion of the legislature a bill was 
which provided that one-half cent a 
should be paid in tax and that mone 


to go to build good roads. It will 


teresting to know that in a small 
like Colorado that sum has amour 


the last five months to $225,000. 


“We have in Colorado 125,000 
licenses, and when you divide tl 
a million people, or 200,000 famili 
begin to realize that we don’t s] 
our time chasing wooden Indians 
rado. In fact, the situation has 
so serious that the same comm 
a few days ago, ‘I bel 


will have to ask for a protected 
mn the ell d the deer 

You | vy this flivver goes eve 
that e elk or deer can go a 


him about the possibilitie 
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TRIPLEXD has thecon- 
struction te stand severe 
service. ‘Lhis explains 
its success and growing 
popularity with oil 
people, pump makersand 
service station operators. 





TRIPLEXD on your 





“20 4 Ser. 





Ke 22 


tank trucks saves you 
the cost of frequent hose 
replacements and elim- 
inates the waste and 
danger of leaky hose. 
What is more, TRI- 
PLEXD is lighter, more 
flexible, more easily 
handled than other hose. 





Triplexd Has Proved Its Superiority 
In Tank Truck Service 


Remember the superior 
service qualities of TRI- 
PLEXD when you order 
oil or gasoline hose. 


OSE &T, 


236 Tillary St. 


por noon. x. Go 











NATIONAL PETROLEUM NEWS 











you begin to realize 
S Peak 1S displaced 
Peak and you 


( “est wa io 
. ae are being used to 





important part the oil men 
world’s development. 

Clark tells me 
from a trip to South 







business down » Garon 


largest industry 


world to do the work necess 
crops to feed the people <* 


such teachings and to such 


Stars and Strip : 


always stand as the 
liberty, and the 


pends upon the men who 
known as an infant 


must become, as the oil indu 


Future of Industry 
it depends upon 


I had thought of 
Pent competition, 


ent from rivalry 


been defined as endeavoring 


it recognizes that 








timulus to human and the spi 


Tt improvement, 


energy 
There are 


derlying factors which must be recog- 
nized if we are to do business as we 
he yuld do 


The hee ‘of these is that there must 
an honesty of purpose. I 
\ir. Toastmaster, that 

of the oil men even in a joking way as dis 
honest men. I believe that 
for honesty. I believe that the 
man who is looking forward to 


rit 


certain un- 


do not believe, 
it is right to speak 


America stands 
average 


Success 
















yrward to success on the |} 
of honesty. I1 relieve that there is no | 
ness in this world but what the Almig 
intended that business to be devel 
and to be developed along honest li 


must look f 





and I believe that those who have 

the most successful in life and will re 
their success and annie of their fel 
men will be men who have stood 
honesty of purpose, after all, of ha 
someting else in mind than simply 
cheat the other fellow.” 


Maximum Royalty Clause Is Taken 
; From The Land Leasing Bill 


By Special Correspondent 

WASHINGTON, Oct. 27.—About 
the most important obvious change 
made in the oil land leasing bill by 
the house committee on public lands, 
which reported the bill to the house on 
October 21, removal of the max- 
imum royalty Instead 
of a maximum congress, 
the maximum 
the discretion of the 


is the 
to be charged. 
declared by 
royalty is to be left to 
secretary of the 


making that 


interior. The thought in iat 
change, according to the report, was 
that the secretary should invite com 
petitive bidding, but not allow the roy 


ilty to go so high as to assure the 
going to the producers who 


the backing ot the big refin- 


leases all 
ight have 
ng units. 
In other terms, there 
tition, but it is not to be 
to its logical end—namely, the 
f all the land to those who can 
the most out of it. The secretary is to 
lay favorites among the bidders if and 
thinks some interest is obtain- 
1uch of the public 


is to be 
allowed to go 
leasing 


compe 


make 


hen he 
ing too n productive 
land 

Another change was the elimination 
f the Harris amendments which were 
imed at the Standard Oi1l combination 
h 


ey were put on while the bill was 
under consideration in the senate In 
peaking of the Harris sections, Nos. 


40 and 41, the house committee report 
ys: 

Che hearings on these 
before your committee, developed the 
fact that the subject matter was one of 
great complexity and of far-reaching 

Section 40 of the senate 
sought to modify the de- 
made by the Su 

United States in 
Oil Company 
was made 


had 


sections, 


onsequences. 
bill, in effect, 
cree of dissolution 
preme Court of the 
breaking up the — 
of New Jersey. This decree 
pursuance of proceedings brought to 
dissolve this alleged monopolistic com- 
bination. The effect of Section 40 would 
ye in large degree to undo the pro 
ceedings of dissolution and substan 
tially to re-assemble the dissolved uni 
into single control. 

“Section 41 was admitted by its au 
hor to be subject to manipulation. It 
provided, in substance, that corpora 
ions engaged in producing or refining 
should maintain the same 


f 


petroleum 


price for their products where the 

stockholders of any one of such cor 

poration own or control 25 per cent o 
ore of the stock of any other ( 
rporations. The section was loosely 


been capable 


iwn and might have 
eat uae 
Che hearings had on the 
ar to your com! 


ittee the vii is 





joint 8-inch pipe line 
Waurika, Okla., 
the coming week. 


ness of 
strated the 


rider legislation and der 

fact that a subject m: 
of such large consequence should 

be considered in connection with 

present bill, which concerns the d 

sition of mineral deposits on the pu 
lands. Your committee, therefore 

termined it should not be called vy 
to consider such a large question, 
pecially in view of the fact that 

same subject matter embraced in S« 
tions 40 and 41 is now 
tion by the judiciary committee « 
amendments to the Cl: 
act, where recommendations of 
Federal Trade Commission, some 
at variance with the text of Sectio 
and 41 have been made.” 

The report said that the senate 
carried two new subject matters w 
heretofore had not been considers 
the previous conservation meas 
namely: A provision in the first 
tion prohibiting alien stock owner 

acquiring a 
Sections 40 an 


house as 


corporation 
under the act, and 
directed joint stock owner 
as exemplified in the Standard 
group of companies. The house 
mittee, in its draft, changed the 
in the clause relating to 
ownership. 

The house amendment 
seeks to avoid retaliatory action ag 
American investors in foreign « 
tries, particularly in Mexico and 
British empire, and provides that 
citizen of any foreign country shall 
stock ownership, stockholding, or 
control, any interest in any 
acquired under the provisions of 
act where such foreign country, | 
laws, customs, or regulations, den! 
similar or like privileges to citizens 
corporations 


of this country. The 
argument for the draft was 
foreign control of domestic cory 
tions operating a lease under the 
would result in large exportatio1 
oil, coal and other minerals covers 
the act, and thereby deplete the di 
tic supply. 

Under the house 
the committee said, was obvious 
the citizens of the United States 
largely offset such a result by their ow? 
operations in foreign countries, i 
an acute Situation ever develope 

against exportat 
lent remedy. 


In any 


against 


senate 


to that cl 


Own 


senate 


reciprocal c 


general embargo 


would be a suffic 


WICHITA FALLS, TEX. Oct. 
Announcement is made of the c 


Empire com] 





m of the 


Texas fiber 


and that oil will] be ru 


CLEVELAND, 0. 





under considera 





1 oan 
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TANK CARS 


The American Car and Foundry Company built the first Tank Cars 
used on American railways. 


Our output has always been greater than that of any other manufacturer. 


We have always led also in design and in quality of materials and work- 
manship. 


When you buy Tank Cars from us you can be sure of two things—-that 
you are getting the best your money can buy and that you are not paying 
a premium for quality and reliability. 


AMERICAN CAR ann FOUNDRY COMPANY 


NEW YORK CHICAGO ST. LOUIS 


n this head-on collision were 
ed very slightly, while tank cars of 


ake in less exposed position, were 


, ‘ an Car and Foundry Company 
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-Continent Association Meeting 


Brings Out Accomplishments 


Staff Special 
TULSA, OKLA., Oct. 25 


HE second annual meetings 


()klahoma-Kansa livision of tl 

Mid-Continent Oil & Ga Associa 
tion, held here Tuesday, October 21, v 
vell attended, and interest in it was spic« 


many features. Besides the set speech : 
ven at the banquet at Hotel Tulsa 11 


evening, which was _ attended y ap 
proximately 200 members and_ the 
ruests, there was much of an instruc 
tive nature made known to the men 
hers. 

Judge J. J. Shea, counsel of the as 
ociation, who was scheduled to tall 


on “History of Our Efforts in Tax Leg 
islation,” 1! Washingto1 
on business, but took occasion to wit 
from that point some news of thi 

interest to the 
was as ]1 I] 


was detained 


most 
telegram, which 
read at the banquet: 

“On the occasion of the nnual mes 
ing of the Mid-Continent Oil & Gas A 


sociation, I wish to congratulate it o1 


st eA 1 a4 P e 
ue grea. WOrkK accompilsne ¢ 1 to 
warn it that its efforts must continue 

justice be obtained for the industry 


Already there is talk of new tax legis 
lation at the coming s I - 
gress, and our interests will agai 
at stake, so it behooves you 
lant. The Mid-Continent 
covery will probably be adopted by the 
treasury department, 
proven by a discovery is not y 
No 1918 returns will be fina 
until after January 1,” 


J 


Elect Executive Committee 


The executive committee was 11 
creased by unanimous conse! 
to 50 members, and those ele« 
selected by a committee o1 
ments and voted upon by acclamation 
at the banquet. 

Selections were made so that ever) 
important oil producing section of both 
Oklahoma and Kansas would have a 
representative, and the vote by the 
members was unanimous The ne\ 
executive committee follows 

Frank Haskell, Tidal Oil Company; 
George E. Black, oil producer; J. | 
Darby, oil producer, and vice presidet 
of the Mid-Continent Oil & Gas Asso 
ciation; Frank Breene, Winona Oil 
Company; James K. Crawford, Okl. 
homa Producing & Refining Company 
H. N. Cole, Ohio Cities Gas Company 
R. A. Griffith, Sinclair Consolidated Oil 
Company; Dana H. Kelsey, Prairie i] 
& Gas Company; A. W. Leonard, De 
vonian Oil Company; 
Gypsy Oil Company; John H. Marl 
ham, Jr., oil producer; Pat \ I 
stantin Refining Company; 
Cosden companies; James A. Vease} 
Carter Oil Company; 17 
Chestnut & Smith; J. W. Bates, Roxat 
Petroleum Company; J. W. Sloan, Ok 
lahoma Iron Works: L. FE. Z. Aaronsor 
Midco Petroleum Company: H 

Gi me 
Mid-Continent 
W. G. Skelle; 


- 


nard, oil producer; R. ¢ 
Shea, general counsel 
Oil & Gas Associatio1 





Henry Metre V, 


Skelley Oil Company; P. G. Walker, 
Ir., oil producer; J. W. Gilliland, Para 
gon Oil Company; and C. T. Wilson, 
fexas Company, all of Tulsa. 


Pew, vice president of 
lexas-Louisiana division of the Mid 
Continent Oil & Gas Association, rep 
esenting the Sun Company and Twin 
State Oil Company, formerly of Tulsa, 
ut now of Dallas; E. E. Schock, India- 
yma Refining Company, and Joe T. 
King, Kingwood Oil Company, Okmul 
yee; J. R. Cottingham, oil producer; J 
K. D. Shaffer, Barbara Oil Company; 
C. F,. Colcord, North American Oil & 
Refining Company, and A. P. Crockett, 
Fortuna Oil Company, Oklahoma City; 
E. W. Marland, Marland Refining Com- 
pany and Kay County Gas Company 
nd L. H. Wentz, Southwestern Oil 
Company, both of Ponca City; H. R. 
Straight, oil producer; William N. Da 

oil producer; Frank Phillips, Phi 
Company, and ie H 


ps Petroleum 
Brennan, oil producer—all of Bartles 
lle; P. C, 
Wirt Franklin, oi! producer, Ardmore 
Robert L. Bradford, oil producer, Eldo 
rado, Kans.; Charles Owens, oil pro 
lucer, also Owen-Osage Gas Company, 


Dings, oil producer; and 


Caney, Kans.; E. B. Lawson, oil pro 
ducer, Nowata; A. M. Landon, oil pro 
ducer, Independence, Kans.; Deering J. 
Marshall, o11 producer, Wichita, Kans 
J. H. Brennan, oil producer, Bartles 

lle; H. H. Champlin, oil producer, also 
Champlin Refining Company, Enid; 
John L. Wisener, oil producer, Musko 
pec and i. Be Jackson, Jackson X 
Wise, Sapulpa. 

At the banquet at Hotel Tulsa 
outline of what the association is ac- 
complishing as an organization was 
given by Harry H. Smith, its secretary 
Mr .Smith spoke in part as follows 

The Mid-Continent Oil & Gas Associa- 
tion was organized in October, 1917. It 
covers the Mid-Continent field embracing 
Kansas, Oklahoma, north central Texas, 
and Louisiana. The object of the 
\rganization is to present the views of the 
producer, refiner, marketer and transporter 
f oil in matters of legislation, state and 
national, and to legitimately safeguard tl 
interests of the industry in all general 


respects. 


a 
the 


‘The principal activity so far has had to 
do with federal income tax legislation and 
departmental rulings thereon. Among the 


accomplishments to which this association 
has devoted its energies and funds are 
‘l. Softening the rigors of the 1917 
income tax law, by securing the adoption 
f liberal regulations and rulings, classing 
oil leases as tangible property and provid 
ing for building up an invested capital for 
inder-capitalized concerns, thus tending 


to equalize the burden of the excess profits 


L¢ 


tax which might otherwise have been dis- 
astrous in its effects. 
‘2. Writing into the 1918 revenue law, 
(a) an adequate depletion provision 
a twenty per cent sales provision cov- 
ing cases where the taxpayer has demon 
strated the principal value of his property 
prospecting or exploration, and disc 





ery work, and (c) a provision for gq 
terly payments of the tax. 
“Should you purchase 150 acres o 
at such a price that when you sub-di 
it into town lots they cost you ten d 
each, and you then sell them at t 
dollars each, you would have no diffi 
in convincing the commissioner of inte 
revenue or the state auditor that f 
that gross sale price you were entitl 
deduct ten dollars per lot as and 
return of capital invested before the 
come tax law could be applied to th: 
But if you had purchased 20 
barrels of oil in the ground, with a 
vestment of $100,000, you would hav: 
difficulty until recently in convinci1 
federal authorities that fifty cents per 
rel should be deducted from the 
proceeds of the oil, as and for a retul 
capital invested in the oil. And the 
authorities are not yet convinced. D 
the last summer, when I was making 
effort to obtain a construction of our 
income tax law that would allow o1 


ducers an adequate deduction f 


ceeds. 


’ 


tion, one state senator, who had bee 
tive in enacting our state income tax 
was heard to remark that ‘all the oil 
gas under the ground belonged 
state anyway, and that the producer 
reduced it to possession and sold it 
merely doing it by sufferance an 
sort of right from the state and wa 
entitled to deduct anything—no 
how much he had invested in the 
erty. ! do not know whether that g 
man claimed to be socialistic or not 
he evidently had oil and gas mixe 
with the wild animals, wild bees, 
honey mentioned by Mr. Blackstor 
‘ferae naturae.’ 
Work of Correction 
“The welfare and prosperity 

business require the correction of 
erroneous impressions. To such wor 
association 1s devoting itself. Too 
the public has looked upon the oil 
gas industry as a ‘get-rich-quick’ scl 
and too little effort has heretofore 
made to apprise the people in ge 


t 
1 
} 


and officialdom in particular of the grav 


hazards inherent in the business, the 
ous losses and heartrending tribulat 
ever imminent in its prosecution, an 


need for governmental non-interference 


rather than legislative and departn 
hostility, if this 


mum of efficiency in its service t 
public 

“In a recent circular the Mid-Cor 
Oil & Gas Association pointed out 
this is the one industry which ha 
profiteered. That whereas, in 1913, 
about $12,725 to drill'an average 2,50/ 


well, the cost thereof in 1919 ex« d 


$31,500. That all other costs of pr 


tion and refining have increased accor 
ingly, but that the price of the finish 
product has increased but slightly 
is one industry that has absorbed t 
creased cost: of production without pas 


1g it on to the consumer. It is the 
ve of this association to let the 
know these facts in order that the 
may rule. intelligently 








great and essential indus 
try is to be permitted to reach the max? 
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T would seem that no sales argument is complete nowadays 
without reference to “Service”. 


But all too often the “Service” ends with the sales argument. 


The Biery Oil Company, instead of talking service, offers you 
the facilities of its 2,000 barrel refinery at Cushing, Oklahoma 
—its large fleet of privately owned tank cars—its sales offices 
in all important cities—its main office at Franklin, Pennsyl- 
vania, in the very heart of the famousPennsylvania field. 


You are buying today—every day in fact,;—and if you want 
delivery on time—if you want to deal with an organization 
that has built up a list of regular customers strictly by good 
business, then wire or phone our nearest office. We'll pay 
the toll. 














Biery Oil Company 


-Franklin-Penna- 


NEW YORK 


TULSA 
CLEVELAND 


CHICAGO 
PITTSBURGH 
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over of industry after indt 


urged by this association 
proposal to subject private 
cars to the direction or 
Interstate Commerce Com: 
of emergency. 

“It sometimes happens tl 
which is fair on its face | 
administrative difhculties a 


ator who discovered his o 
and therefore did not acqu 
result of purchase of a ] 
lease, to set up the marke 
as of within thirty days 
as the basis for depletion, 1 
which might be returned t 
from operation as a rett 


“The Mid-Continent Oil 
tion protested the regulati 


hearing and the furtl 
given the matter, the 
1as rendered a decision 


| 
mer regulation and ad 





A case in point is the 1918 re 
and its provision for depletion. 
by congress, the law permitted the 


“When war come to us and the g 
ernment was busily engaged in the taking 


istry, and t 1ere 


was great anxiety about the sup} vil 
and gasoline at the western front, th 
war department contemplated taking er 
the oil industry. But upor tiga it 
was found that the oil and gasoline wet 
already at the front and the Al nies 
were supplied from the day of V¢ n to 
the day of the armistice with Ame in 
gasoline manufactured in American plants, 
transported over land and sea t cars 
and tank steamers owned and operated 
by the American oil industry 

‘The Mid-Continent producer, refiner 
and transporter took a prominent part in 
this great work and the Mid-Continent O1 
& Gas Association did its part thru its 
committee on conciliation and per 
ation, to keep down disputes, increas¢ 
the supply and facilitate t love 
ment The fact that t 1 t 
during the great emergency suppl t 
out legislative compulsion erent 
the needs of the allied world by a system 
of distribution consisting of its own 
strumenialities 1s a potent fact now being 


its protest filed at Washington against the 


ly wre l il 
control of 


nission in cases 


iat after a law 


has been enacted, 


encountered. 


re 


avenue act 
As passed 
oper- 
il or gas wells, 
ire them as the 


*n tract of 


1 


rove 

t value 

after 
e., the amount 


tnereot 
liscovery 
o tne 


irn of 


But the regulations promulgated by the 


commissioners of internal revenue pra¢ 
tically took away the right of valuation 
thus provided by denying tl rignt to 
claim discovery unless the taxpayer dis 
covered an entirely new pool, sand ot 
zone 


Difficulties Encountered 


& Gas Associa 


ma unaut yT 


ized by statute and as destructive fa 
valuable right guaranteed by the law 
itself. The association was the first or 
ganization to take the matter up for con 
sideration. In April it adopt 
lution protesting against t ila 
and announcing as its view of the lav 
a construction which would permit a d 
covery and consequently a valuation or 
each lease or tract where t taxpay 
drilled the initial commercially productiv: 
well. Since the law said a t 
the discovery of “pools” or “zones,” t 
based the right of valuatior n the dis 
covery of “wells,” the a ition «felt 
justified in its contention. 

“In June, at a general confe f 
producers in New York, t Mid-Cont 
nent Oil & Gas Associatio1 1 col 
mittee, urged and secured tl { ul 
the conference of its « Tl 
same was then embodied 
brief and was presented 
ment to the commiss 
board at Washington, Ji ’ 
now informed that that 








his association’s contention. The complet 
regulation in final form is expected in a 
w days. If it lives up to its advance no 
tices, it means millions of capital for fu- 
e operations by the oil producers of the 
United States, resulting from the saving 
taxes 
“It also means a distinct victory for 
the Mid-Continent Oil & Gas Associatio1 
No other association or group of men has 
een so active in this matter as this asso- 
ciation. It also means, when considered 
in connection with other successful efforts 
of this association in tax matters, that the 
Mid-Continent Oil & Association is 
organization of its kind in 
in consideration of in- 


ture 


Gas 
he foremost 
the United States, 

and excess profits tax questions as 
plied to the oil and gas industry. It is 


today recognized as such from New York 


come 


to California. 
While legitimate protection of the oil 


iness from discrimination in federal 


matters is an activity of this organiza 


prop )T 


degree 


tion which has assumed national 
tions, its main problems are in a 


local. The Mid-Continent field has its 
peculiar problems. Some of them are lim 
ited to a state—others extend thruout th« 


field, while still others are purely local 
We have placed the association into two 
Kansas-Oklahoma di 


divisions, viz., the 
division. 


nm and the Texas-Louisiana 
[The divisional headquarters at Tulsa and 
Dallas have charge respectively of the 
state and local problems arising within 
the divisions, while the general 

yn retains jurisdiction over activities af- 
fecting the whole field, or which are of 
national character. 

“Numerous problems are to be solved 
during the coming year. The association 
must be prepared to show reasons why 
the present high taxes must be reduced. 
[t must see that in the process of revising 
the federal taxes downward there is no 
icrifice of the industry by elimination of 
of the good features of the law, 
h we may have striven for and se- 
The state of Oklahoma is at pres- 
treble tax 


associa- 





cured 

ent levying a double if not a 
vil 

Is Tax On Oil 

gross production tax is ex- 

lieu of all other 


“Altho the 
ressly stated to be in 
we nevertheless have the state 


t ation, 
yme tax levied against the proceeds of 
e oil. In income tax, according to the 


States, is 


it 


United 


fr whicl 
Irom wnicn 


Supreme Court of the 


*} 
1 direct tax on the property 
It is therefore a tax on the 
its source. Not only that 
insufficient depletior 
ision, the capital actually invested 
by an an individual is taxed 
come as it is returned thru the sale 
f oil. The association intends to strive to 
remedy these and many other vexatious 
conditions during the year. 


is derived. 
1 which is its 
t by reason of an 


property 


When I 
May, the 


growing. 


last 


le association is 
ne into the organization, 


ership was about 900. It has now 
eached 1,300. The greater part of thi 
ncrease resulted from the organizat 


the Texas-Louisiana divi 
1 annlic have been procure 
al applications have been procured 
special solicitor and numer 
memberships are now coming in as a re- 
»f the campaign r 
partnerships 
er of memberships rried 
ve taken out 
vent The accomplishments « 
tion merit a membership of 2, \ 
ll not rest until we have that number 


ther suggestion for the new year 


it each member show his intere 


CLEVELAND, U. 














the association by procuring a new ap- 
plicant. 

‘This has expended $105, 
296.32 since its organization, exclusive of 
what the Texas-Louisiana division may 

ive disbursed since its recent organiza- 
tion. Every cent of it has been spent 
legitimately, wisely, and judiciously for 
the advancement é 


association 


»f the industry under th 
supervision of the executive committe: 
It has accomplished a great deal with that 
money. It could have accomplished mor 
with more money 

“In conclusion, let me say that the « 
business has never sought or receive 
governmental patronage or special favors 
It has worked out and is working out it 
own salvation and destiny. It asks 1 
consideration except a due appreciation « 
the remarkable patriotism, progressive 
ness and efhciency which has characterize 
past, and which guar 


ruture. 


its conduct in the 
gress in the 


ntees its pr 


Hull And Bradstreet 
Organize Central Oil Co. 


Staff Special 

TULSA, OKLA., Oct. 24.—Loring G 
Bradstreet and J. A. Hull, prominent 
lexas oil producers, have organized the 
Oklahoma Central Oil Company, a: 
into it have merged the holdings of t! 
Hazelwood Oil Company, Town Oil 
Company, Bradstreet Gasoline Cor 
pany and the holdings of the Hull & 
Bradstreet partnership. 

The company has a finance progr 
ahead of it which will make it one 
the strong independent concerns of t 
Mid-Continent Hull and Bradstr: 
have been in the oil business for s« 
eral years and have made a big succe 


V. H. Smith Forms 
Orient Petroleum Co. 


V. H. Smith, formerly secretary of 
Imperial Refining Company, has resigned 
with that organization to 


{ 


his connection 
enter into the branch of the oil 
industry, forming the Orient Petroleum 
Company, chartered under the laws of 
Texas. 

Che Orient Petroleum Company, under 
the management of Mr. Smith, has opened 
othces at 438 Burton building, Fort Worth, 
general marketing business as 
refined products and crude 
Mr. Smith 1s 
known in the oil 


marketing 


] 
) GO a 
] 


applied to both 


' 
oil for tank car shipments. 


cot ‘ , 4 soil 
widely and favorably 


industry. 








Oil Corporation has filed a 
pet States district court 
here, asking that the “state petrole 
inspector be enjoined from inspecting 
interfering with the business of the r- 
poration.” Uhe 


petition alleges that the 
tt under which inspect 

and charge the companies for their 
spections conflict with the statutes 
Missouri and the United States. 


ors opt rate 






rhe \ Oil Company has declared 
e regular s¢ annual dividend of $3 a 
lare i \ovember ZY to stock! )] 1- 
s ot recor November 1. The extra 
idend of $2 a share, which the com- 
iS pi semi-annually since Maj 

118, has bee mitted 
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There’s A Real Need 
For More Filling Stations 


Not just “‘places where you can get gaso- 
line’? but mcdern well-equipped filling sta- 
ticns where service goes with every sale. 


This station in Milwaukee is equipped with 
four Gilbert & Barker T-35 Five Gallon 
Quick Return Curb Pumps and Self Meas- 
uring Pumps for motor oil. 


Of course you’ll want more details, so 
just send for Bulletin 48. There are no 
obligations. 


GILBERT & BARKER MFG. CO. 
21 UNION STREET 
SPRINGFIELD, MASS. U.S. A. 
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Good Fire Brick Necessary To 





Of Oil Burning Furnace 


By John Rome Battle, Bsc.In M.E.,M.E. 


Associate 


Member American Society Mechanical Engineers 


J. R. Battle Company, Engineers, Philadelphia) 


HERE are three principal factors 

which are of the greatest importance 

as affecting the successful and eff 
cient burning of oil fuel under or 11 
boiler. The first of these factors 1s 
boiler furnace, its construction an 
cessories. The second factor 1 


tus proper for effecting the oil burning 
operation. This consists of the burners 
air cones or air registers, and the pump 
ing or atomizing equipment. Th | 
factor is the air with the oil regulatio 
and the governing apparatus required 
make the combustion of the oil as near 
perfect as possible. 


With reference to the first factor, name- 
ly, the boiler furnace and its accessories 
ample combustion space and suitable ré 
fractory linings should be provided. The 
aim of the furnace designer should be to 
secure a furnace construction having such 
volume, shape and arrangement that it 
will insure the combustion of the gases 
completely in the boiler and a suitable pas 
sage of these gases so that as much as pos 
sible of the available heat they contain 
can be absorbed by the heating surfaces 
of the boiler. The heating surfaces are 
those which are exposed to the hot prod 
ucts ‘of combustion, and which are backed 
with the water to be evaporated. 

In the burning of oil fuel, the volume of 
the furnace is comparable to the grate era 
in the burning of coal fuel in that the 
combustion of oil per cubic foot of furnace 
volume is a measure of the oil fuel being 
burned, as compared to the pounds of coal 
per square foot of grate area. 


Location of Burners 


An essential point is to so locate the 
burners as to prevent any of the products 
of combustion from impinging on cold 
tubes and metal furnace walls of the boiler 
as they leave the burners. Fire brick, or 
refractory lining for a furnace is intended 
to keep the temperature of the furnace 
high, and to diffuse and distribute the 
flames until the combustion operation is 
completed. The fire brick used in oil burn- 
ing furnaces must be made of the best 
grade of fire clay and should stand tem 
peratures of over 3,000 degrees F. without 
fusing or cracking It is poor economy 


to use inferior quality of fire brick, since 
it will cause shut-downs for repairs, which 
become necessary when a brick breaks uJ 
as otherwise the casing will become badly 


warped and possibly a hole may be burt 
thru it. 


A good high temperature cement 

be used for laying up fire brick All fire 
bricks should be dry wl el us¢ d C 
protected from moisture until put 
into place. Each brick sheild 
dipped into a thin fire clay wa 
rubbed into place. It should be rem 
bered that the fire clay is not cement 

its action is that of a filler rather than th 
of a binder. The fusing point of the fire 


brick should be sufficient to make it safe 





In the accompanying article in his series on fuel oil and its 
commercial uses, John Rome Battle, editor of the Lubrication and 
Industrial Oil Engineering Department of National Petroleum 
News, takes up at length the construction of boiler furnaces, correct 
application of burners, air registers and pumping or atomizing 
equipment. 

In furnace construction he emphasizes the necessity for ample 
combustion space and suitable refractory lining. In laying up 
brick he urges the adoption of a good, high temperature cement. 
A good fire brick, dipped into a fire clay wash for filling purposes, 
is recommended. Special emphasis is laid by the writer on the 
necessity for proper location of the burners in the furnace. Care 
should be taken, he points out, to avoid placing the burners where 
the products of combustion do not impinge on cold tubes and the 
metal furnace walls. 

Mr. Battle describes two types of boiler settings, either of 
which is suitable to certain installations. The details of these 
settings are set forth for the reader in detail.—Editor. 


be secured where the furnace construction 
is not suited to the fuel. In general, steam 
atomizing burners when introduced thru 
the front of the boiler are usually in the 
direction of the decreased height of the 
furnace. With this type of installatior 
the flame impinges directly upon the tube 
surfaces, and difficulties in the tubes aré 
frequent, particularly where the feed water 
carries considerable scale-forming 
purities. 


The tubes may overheat and a blow pip: 
action on the part of a burner may als 
be the cause. In installations of this type 
the oil should be burned with a short 
flame. With burners of the mechanical 
atomizing type the velocity of oil projec- 
tion is usually less than is the case witl 
steam atomizing burners, and for this rea- 
son, if mechanical atomizers introduce tl 
fuel into the high end of the furnace 
the design as described there should not f 
as much difficulty due to tube troul 

Many plants have been put on fuel 
locating the burners in the front end set- 
ting of the boiler, and covering the grates 
with a fire brick checker work. The 
ings in the checker work were pri 
tioned so as to admit sufficient air for 
bustion of the fuel. The gases s! 


John Rome Battle have ample volume in which to burt and 
should be distributed over the entire 
pass. 

it temperatures ranging from 3,200 to If the flame fails to fill out the first pass 
3,300 deg. F. the front end tubes in a water tube boile 
It is probable that the majority of diff would not do their share of the work. O 
ulties in connection with refractories a Babcock & Wilcox boiler the back-s! 
ise from improper workmanship in lay furnace arrangement is often used 
up the brick. This is particularly tru this design the atomized oil is intr 
where the constriiction is of the type re into the furnace by the burners locat 
ring combustion arches in the furnace the bridge wall, so that it is intro 
he brick work should be thoroly dried in the direction in which the furna 
before the boiler is put into service. * creases in height Thus, by taking 
No matter what type of burner is used vantage of the increase in furnace volum 
fuel oil, satisfactory results will not in the direction of the flame, a free eX 
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pansion of the gases is o 
as an intimate mixture of the oil wi 
air. 

Air is admitted thru a checker work 
fire brick, suported on the furnace floor 
The back-shot furnace is also used succes 
fully with the Stirling type of boiler 
With return tubular boilers, the change 
to oil fuel is usually made by simply pla 


ing checker work on the grates, and cu 
ting the bridge wall down level with the 
top of the checker work, so that the heat 


will be even thruout the entire length ot 
the fire box. 

Two types of boiler settings may 
used for such boilers as the Heine, know1 


as the “high setting” and the “low setting.” 


With the high setting the burner is 
duced thru the front at the firing 


and the coal grates are covered wit 
checker work of fire bricks, with space 
left between the bricks for combustion air 
With the low setting, the grates are r¢ 
moved, and support brick laid in the ash 
pit in rows on which the checker worl 

‘ | > +} ‘ 


is placed. In this case the sides of 
fire box or furnace volume is increased, 
which should correspondingly inmprove 
the boiler efficiency. The bridge wall, with 
both the high and low setting, is usually 
cut level with the top of the checker 
work, for a Heine or a return tubular 
type of boiler. 

Good results with vertical types of boil- 
ers have been secured by locating the burn- 
ers so that the flame comes into the fire 
box on a tangent. This produces a re- 
verberatory movement by the flame and 

I boiler ele- 


+} 


prevents impingement of the 
ments. 
High Temperatures 
A high furnace temperature 
the combustion of the oil. Owing to a 
smaller quantity of excess air, oil bu 
ing furnaces are generally higher in oper 
ating temperatures than are coal burning 
furnaces. Maintenance charges are, how 
ever, less with oil than with coal 


promotes 


One point to be noted in a boiler installa 


tion is to be sure that there is the correct 
distance between the checker work on the 
grates and the flame. 

One of the advantages of the low setting 
type is that the volume of the fire box i 


increased when the grates are remove 
and the checker work is laid on the su 
port bricks in the ash pit 
space between the checker work 


dependent upon the available draft. In 
general, they are laid so as to have about 
3g inch space between the bricks, where 
the stack is high, while this free ar 
distance is increased where the sta 


short and the draft is not so g 


It should be remembered that t t 
quirements of the stack for a boiler of 
ated on oil are different from those wher« 


coal fuel is used. 

The operating fuel econom 
burning plant is to a considerable ex 
influenced by the excess of air suppli 
due to excessive draft. The 1 | 
on the subject of chimn lead 
recommendation that lower 
are customary be used. 
larly the case for uniform 


are not subjected to overt 
a means of chimney 
economy 


In tl e <23e of oul fired 

of draft thru the fuel bed is 1 
inated. In a new boiler, 
sistance to air passage 
work may be low, but aft 
operation there is a pt 

silt from the oil fuel will tend t 
the free air areas in the che r] 


eliminating the loss of dr 


thei 


Federal Trade Commission Employs 






Bolshevist Spies, Watson Says 


By Special Correspondent 

WASHINGTON, Oct. 24.—The Fed- 
eral Trade Commission, according to 
Senator Watson of Indiana, carries on 
ts staff of investigators who inquire 
into the affairs of the meat packers, 
avowed anarchists, revolutionary so 
cialists and bolshevists, men who have 
attended meetings addressed by Victor 


Berger and participated in by “red 
parades to’such an extent that agents 


I 


of the department of justice took red 


banners from them which were re- 
turned on demand from the Federal 
[Trade Commission in Chicago. He 


made that charge in a speech to the 
senate on Oct. 20 in support of a 
resolution calling on the Interstate 
Commerce Committee to investigate his 
charges. 

Knowing that any criticism of the 
Federal Trade Commission at this time 
would be regarded as a back fire from 
the packers, Watson made the point 
that he was not undertaking to defend 
the packers or assail the trade com- 
mission. His only point, he said, was 
that a governmental body stood ac- 
cused by him, on his responsibility as 
a senator, of sending out investigators 
to inquire into business who do not be- 
lieve there should be such a thing as 
private property and therefore cannot 
view business in any light other than 
something to be taken over by the gov- 
ernment. 

Senators Kenyon of Iowa and Har- 
ris of Georgia reacted just as Watson 
thought some of his colleagues would. 
[They chose to regard his remarks as 
an attack upon the commission, in- 
stead of merely on some of the men 
employed by it. Kenyon went so far 
is to say he had never heard of any 
criticism of the trade commission other 
than that made by the packers. Sen- 
ator Penrose jeered at him for that, de 
claring that every epithet known to the 
English language had been hurled at 
that body by practically all the bus 
ness men with whom he had ever come 


into contact. 

Kenyon and the commission were 
exceedingly anxious to find out where 
Watson obtained his information. Ken- 
yon subjected Watson to such a close 
examination that Watson declared he 
had not received a word from a packer 
or representative of the packers but 
from persons inside the trade commis- 
sion itself, all of which Watson said 
Kenyon would learn when the investi 
gation was begun. Kenyon said he 
was in favor of the investigation and 





agreed with Watson that if such me 
re in the employ of the commis 
they should be dismissed, and _ the 
er the better. 
Senator Harris, w was fo l 
Federal [Trade commissioner 
y was responsibl t 
» | 1 amendment the leas re | 
ci d to y¢ I | ut 
~€ committee ( ] ] S 
greed with Watson t there ( 
mel the Prove nent ~ 
y should be dis! SS¢ I I r 
¢ elieved an investigati wo ) 
t t ill except i teé WW € vit 
patt oT Ill¢ Hut ¢ te 
is remarks to a defense of the « 
ssion, which Watson remarked 


had not attacked and which there 
Watson felt warranted in calling a 
in confession and avoidance. 

The Indiana senator remarked at 
he had been inquiring into the ques 
tion of “reds” and bolshevists in 
government service and he had f. 
them almost as plentiful here as in 
train of the president at the peace 
ference. He will devote his atter 
to them at later times, he said. 

Kenyon suggested in several utter. 
ances that the object in bringing 
charges against federal trade invest 
gators at this time was to prevent 
tion on the Kenyon bill, the object 
which the packers believe to be 
drive them out of the wholesale 
cery business and otherwise cut dow: 
their business activities. Their bel 
on that head is based on the fact 
wholesale grocers, thru their ass: 
tions, are the most industrious support 
ers of the Kenyon bill, which woul 
allow the packers to do business on re 
vocable licenses issued by the secretary 
of agriculture. 

The Federal Trade Commission de 
vised the scheme and has been backing 
it for more than a year. Men in other 
lines of business have taken an interest 
in the Kenyon bill simply because 
the menace it contains to business 
general. 


If Watson makes good on his charge 
that the trade commission is hone} 
combed with reds and other enemies 
the American form of government, 
in favor of the communism, that he 
says is the fundamental idea of bot 
socialism and bolshevisism, the p: 
abilities are, it is believed, that the 
time the question of money for t 
commission comes up, the appropr 
tion therefor will be reduced, if 1 
cut out altogether, unless Preside 
Wilson, by changing the personn: 
the commission, restores it to the fiel 
it was intended to occupy, that 
friend, and not an enemy of hig 
organized business. 

No one in the senate, at the time 
debate took place, seemed to know 
thing about the storm the commi 
raised by its action in the pump 
troversy matter. 


W.G.Skelley Behind 
Big Production 


Staff Special 
TULSA, OKLA., Oct. 27.—O: 


one the big ol operators of Tuls 
turning away from the single-h 
operations and toward organizing 
panies permitting outside 
I ers to help in the financing 
share in the profits. There are 
tew who « 1e to operate al 
the hazard the | business ¢ 
ow O t no desire to org 
col t they very TI¢ 
Ci se their lite 1s one of co! Stal - 
ging by brokerage houses, and b 
ot vari Ss irbs. to p t the sti 
I Ket ere everybody Ca . 
whack t it ; : 
\nother ot Tulsa’s big operat 
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eC ere 
$5 a year— 


and what it means to you 


HEN the subscription price of NATIONAL 
PETROLEUM NEWS was raised from $+ to 


$5 per year, it became and still the Aighest 
priced exclusive oil periodical in the world. 


Why do its readers pay this highest price? 


Because “highest price” here means other features equally 
high. 


“Highest price” permits us (even in the face of a period of 
high costs everywhere) to pay high editorial salaries for 
preparing the kind of articles and news you require. 


‘“Highest price” justifies high grade correspondents, 
telegraph expense and traveling, which enables us to go 
where the news is live and speed it into print for you the 


fastest way. 


“Highest price” enables us to meet high paper costs and 
still fill that paper with worth-while articles without wasting 
an inch of it on “fillers,” or other mediocre reading matter, 


and thus save you time. 


In brief, that $5 means /zghest editorial quality. 


which is what you want 
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promptly. 








Ranger 
Desdemona 





Steiner Oil Company 


Producers and Shippers of Petroleum 
Marketers of Petroleum Products 


bien are prepared to make long or short 


term contracts to supply refiners with 


Healdton 
Burkburnett 


4 ; . j ‘ 
i . » B4 
® . ££ GF 


at posted market prices, plus a reasonable 
charge for gathering and loading. 


We have ample loading rack facilities 
at these points, and can move your cars 


We especially recommend Ranger and 
Desdemona oils, not only for their high 
Gasoline content, but also for their simi- 
larities to Pennsylvania Crude in their rich 
lubricant qualities. 


Inquiries particularly solicited from re- 
finers having their own equipment, although 
we have from time to time a limited num- 
ber of cars that we can place In service. 


Our marketing department is prepared 
to handle your Refined Products in buyers’ 
or sellers’ cars. 


Steiner Oil Company 


Suite 504 Praetorian Building 


Dallas, Texas 























decided to give speculators a chanc 
ride with him. He is W. G. Ske 
whose recent luck has been beyon 
comprehension. He has organize: 
Skelley Oil Company, capitalize 
$15,000,000, which has taken over : 
the Skelley and Skelley-Sanky hol 
thruout the Mid-Continent. 


The American Appraisal Con 


has appraised the properties of the 


company, which comprises owner 
in 320 developed and undeveloped I 
holds aggregating 54,797.86 acre 


having a conservative value of $1] 
385. [The concern owns, in who 
in part, 112 producing oil wells, 34 
drilling, while the net daily produ 
inclusive : 


shows 4,400 barrels belonging t 


of royalties as of August 


Skelley Oil Company. This product 


has recently been substantially 
creased by the completion of new 
two of which, completed at Dk 
mona, Texas, had a combined init! 
pacity of 3,000 barrels. 


Che company owns acreage in B: 
Callahan, Coleman, Concho, Coma 


Clay, Eastland, Erath, Jack, Montagu 


McCulloch, Runnels, San Saba, 
Young, Throckmorton, 
Stephens and Wichita counties, T: 
Carter, Comanche, Stephens, ( 
Tulsa, Osage, Waggoner, Grady 
field, Love, Okmulgee, Pawnee, | 
and Seminole counties, Oklahoma 
ler, Greenwood and Woodson co 
Kansas. It has an equal ownership 
the Sinclair Gulf Corporation 
leaseholds, aggregating 40,238.17 
scattered thruout north central T+ 

Mr. Skelley himself will conti: 
the manzgement of the company 
He has been a practical producer 
helds of Pennsylvania, Indiana a1 
linois and the Mid-Continent fiel 
the past twenty years. 


An appraisal made by the Americar 


praisal Company of the properties of t 


Skelly Oil Company in the states o 
sas, Oklahoma and Texas, as of Au 
31, last, places valuations as follows 

One thousand eight hundred and t 
nine acres, producing oil leases, wit 


producing wells, 2 gas wells and 20 


Nad 


Shackelifor 





drilling. Present daily gross producti 


approximately 7,600 barrels, in whi 


equity of Skelly Oil Company, inclusive 


of royalties, is about 4,440 


$7,177,995. 


One thousand eleven hundred and four 


teen acres, partially developed oil 
with 2 gas wells shut in and 14 wells 
ing. Equity of Skelly Oil Compan 
proximately 50 per cent, $1,233,242 
One thousand and forty-two acre 
drilled proven oil leases, equity ap 
mately 50 per cent, $1,231,183. 


Fifty thousand eight hundred an 
acres, undrilled prospective oil prod 
leases, equity approximately 50 per 


leases 


$1,099,860; gasoline plants, $195,830 
line and loading rack, $23,190; tank cars 
$29,250; land at Burkburnett, Texa 
$6,600; office furniture, automobiles, teat 
ind wagons, $26,235 otal, $11,023,385 
This does not include any allowance ! 
good will and for the ability and reput 
t the lal eme nor prese! al 
pecti ear gs resulting frot 
inghead gas rights and contracts 
have alue ised on earnings, grea 


in excess Of the investment in tne 
1 
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By Special Correspondent 
WASHINGTON, Oct. 27 


necessity for the establishment 
the oil industry of an extensive 
research laboratory, where the con- 

f the nation’s crude supply and 
cient utilization of all petroleum 
in be studied in a highly tech- 


HI 


manner, is urged in a _ statement 
Dr. Van H. Manning, di- 

f the United States Bureau 
Mines The program of service 


il industry adopted by directors 
American Petroleum Institute 
meeting at Colorado Springs 
establish- 
labora- 


eir 
onths ago calls for the 


nd operation of such a 


Manning points out that this 
has already exhausted 40 per 
its available supply of crude 
he ground. “In meeting the 
the oil from the United 
ill continue to occupy a less 
dominant position, because 
he next two to five years the oil 
this country will reach their 
m production, and from that 
we will face an ever increasing 
he stated. 


needs 


resources of foreign 
be developed without 
Manning estimates they 
robably not meet the world’s 
for more than ‘the next ten 
His statement in full is as fol 


ir tne 


any industry must 
connection with the 
people. Capital and 
not disregard the public, that 
represented and considered. 
the American petroleum 
that the industrial de 
general prosperity of 
States depend upon an ade- 
of petroleum. It was one 
e factors in assuring victory 
es of the Allies, and today 
biles, trucks, farm tractors, 
boats are dependent on it 
nd few manufacturing in- 


velfare ot 


lered in 


: a 


a WA Or 
Ows 


and 


exist without it. Chere 
commercial substitutes 
lubricating oils, and in 


in one form or another 
susehold in the civilized 
the future, it 1s certain 


nd for petroleum will in- 


for 
seri- 


this 


need 
consider 


growing 
ve have to 


eans whereby an adequate 
e tuture can be obtained. 
at the domestic output 


the present consump- 
amount of this de- 
ably continue to increase 


the 





1 available supply under- 
estimated by the United 
gical Survey that we have 
40 per cent that is unre 


\ diminishing output with 
sumption will make the 
more dependent on for- 








rude Production To Reach M 
wo to Five Years 


vast oil 
and if 


true that there are 
foreign countries, 
these fields could be developed with- 
out hindrance, they could, even tho 
consumption continues to increase at 
the present rate, probably meet the 
world’s demands for the next ten years 
at least. Prediction beyond the ten 
year period is not safe, for too many 
uncertainties are involved. 

“In meeting the world’s needs, how- 
ever, the oil from the United States 
will continue to occupy a less and less 
dominant position, because within the 
next two to five years the oil fields 
of this country will reach their maxi- 
mum production and from that time on 
we will face an ever increasing decline. 


“it @ 
reserves In 


“We thus see domestic oil fields un- 
able to meet our home demands under 
present methods of utilization and 


manufacture. This startling fact can 
not be ignored. We must and can 
obtain a more efficient utilization of pe- 
troleum by proper investigative work, 
Research work and scientific develop- 
ment work should be actively stimu- 
lated. 
Strive for Perfection 

“Our efforts should tend toward ob- 
taining perfection in processes, me- 
chanical equipment, and in the proper 
development of our plants and proces- 
ses. The day of empirical formulas 
and rule of thumb methods should not 


be passively allowed to continue. It is 
only by scientific research and the 
adoption of methods pointed out by 
this research in which natural laws 


form a basis for the quality and value 
of any product that we can hope to 
obtain the most valuable products out 
of petroleum. 

“Today there are many laboratory 
pracesses which have not been de- 
veloped further simply because of in- 
sufficient funds to them 


install com- 
mercially One object of research 
would be to test out on a commercial 


scale many of the laboratory processes 
now dormant commercially because of 
insufficient funds. Another object ot 
research should be to correlate the per- 
tinent facts of all investigative work 
and start supplemental research at the 
point where it is needed. This pro- 
cedure will avoid costly repetition. The 
results of all past and current work 
should be properly correlated and 
brought under one large head, so that 
the greatest good can be accomplished 
and duplication minimized. 

“It as the man who should 
point out the manufacturing losses, and 
indicate the investigative 


research 


necessary 


work whereby these losses will pos- 
sibly be reduced or eliminated. These 
results should not be stored in the 
records of one company, but should 
be available to other manufacturers, so 


that they may profit by the experience 
and findings of their neighbors. 
proper exchange of information must 
save much costly duplication of work. 

“The petroleum industry, valued at 
billions of dollars annually, is essential 


to national efficiency, and national effi- 








aximum 


ciency can be attained only thru scien- 
tific research [The necessity of such 
research is becoming recognized more 
and more by the large industrial units, 
some of which spend thousands of dol 
lars annually for scientific investiga 
tions. Many petroleum organizations 
have scientific bureaus, but much of the 
knowledge these bureaus gain is con 
fined in the archives of the company’s 
laboratory. 

“The need of research is recognized 
in many professions, and particularly 
in medicine. rhe medical profession 
is essential to personal health and life, 
and vast sums of money have been 
donated to medical research. As a 
result, typhoid fever, smallpox ond many 
other deadly diseases have been master- 
ed. rhe money donated to medical 
research has been refunded many times 
over thru the saving ot life and the 
increase of human efficiency, and in- 
tensive research in the petroleum in- 
dustry would yield results incompar- 
ably more valuable than the cost of the 
work. 

“A fraction of the sum spent in medi- 
cal research would, if expended in pe- 
troleum investigations, bring about im- 
proved methods that would vastly in- 
crease efficiency in the utilization of 
each barrel of oil. In 1918 the value 
of the output of crude oil and refined 
products in the United States was 
about $2,500,000,000. Certainly the pe- 
troleum industry can afford to spend 
more than has heretofore been spent 
in research to discover new methods 
and perfecting those in use, for there- 
by the recovery of oil will be increased 
and utilization will be far more effi- 
cient, In this way the cost to the 
consumer will be lessened and a rapidly 
diminishing commodity, one essential 
to our existence, will be conserved. 

Needs Millions 

“In conclusion, I do not believe that 
this problem could be emphasized any 
more strongly than has been done in a let- 
ter to me from Secretary Lane, of Sep- 
tember 24th, from which I quote the fol- 
lowing paragraphs which have a direct 
bearing on the above subject 
“* | . It is not an exaggeration to 
say that millions of dollars must be 
spent in experiment before we know 
the many services to which a barrel of 
oil can be put. There is almost an in- 
definite opportunity for research work 
along this line. Petroleum is a chal- 
lenge to the chemists of the world. And 
now the world is dependent upon it as 
it is upon nothing else excepting coal 
and iron, and the foodstuffs and tex 
tiles. It has jumped to this place of 
eminence within twenty years, the 
world is concerned in knowing how 
large a supply there is and how every 
drop of it can be used. 


and 


“*We are behind the rest of the world 
in the use of our oil for fuel purposes 
We are spendthrifts in this as in other 
of our natural resources. We can get 
three times as much energy as we do 
out of our oil thru the use of the Diesel 


engine, yet we are doing little to pro- 
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mote development of a satisfactory type 
of stationary Diesel, or marine design. 
Instead of seeing how many hundred 
millions of barrels of oil we can pro- 
duce and use, our effort should be to 
see how few millions of barrels will 
satisfy our needs. : 

“The views of Mr. \ 
letter of September 25, have such an 
important bearing on this great topic 
that I think it well also to add a few 
pertinent statements from his letter on 
this subject. 

“¢ |. Lam on record in various pub- 
lished addresses as to my attitude con- 


{. L. Requa, in a 
~F 


cerning the petroleum problem, and I 
think it unnecessary to repeat those 
statements. I cannot, however, refrain 


from pointing out briefly the acute need 
that I believe exists for constructive 
and cooperative work of the character 
that you are proposing. That it has 
never been done before has been due to 
two causes, one, the less pressing need, 
and the other, the lack of realization 
upon the part of the industry of the 
necessity for cooperative and construc- 
tive action. 

“ ‘Because of the tremendous increase 
in the consumption of petroleum prod- 
ucts, we have confronting us problems 
that have been of little concern in the 
past, but will be of much greater con 
cern in the future. Satisfactory answers 
cannot be made, except thru construc- 
tive action upon the part of the indus- 
try. There is no alternative in my judg- 
ment... « 

“We are, in my judgment, just be- 
ginning to see the dawn of the ‘real pe- 
troleum era.’ All signs point to a demand 
for the product in the future that will far 
exceed anything in the past. I am optimistic 
enough to believe that the Diesel en 
gine will be perfected, and become of 
universal application. If so, the day 
of the steam unit will have passed. 

“*The extraction from a barrel of oil 
of all of the component parts, so far as 
is commercially practicable, and the dis- 
tribution of those products in channels 
of trade, in a useful and economical 
way, rather than their destruction as 
is now the case, is a matter of highest 


x,” 


concern. 


To Be Larger Factor 
In Export Oil Trade 


Staff Special 

TULSA, OKLA., Oct. 25.—Now that 
our old friends, Captain E. Constantin, 
of the Constantin Refining Company, 
Tulsa, and E. E. Schock, of the India- 
homa Refining Company, St. Louis and 
Tulsa, have obtained the controlling in- 
terest in the Export Oil Corporation 
they are planning big things, and Eu- 
gene Constantin, treasurer of the Ex- 
port concern, who is just back from 
New York, following a meeting of the 
board of directors, makes known a few 
of the plans. “Gene” says: 

The capacity of the company’s 
age facilities and terminal at Avondale, 
La., is being doubled. When this work 
is completed, storage for 1,000,000 bar 
rels of light oils and lubricating 
will be provided. To date all the 


stor 


“4 
o1is 


> Ex 


port Oil Corporation has handled out 
of its Avondale terminal has been the 
light oils, and storage for lubricants is 
being built for the first time. 


They are 





equipping themselves to furnish light 
and “lub” oils in barrels and cases to 
such countries as South America, China 
and Russia—countries that do not pur- 
chase their oils in tank steamer lots. 


The company has a deal on now for 
the purchase of a tract of land in New 
York City or vicinity for the erection of 
a refinery, and an export station, to- 
gether with storage facilities. The 
matter of building the refinery will 
probably follow the erection of the ex- 
port terminal, but nevertheless it will 
be constructed as soon as possible, and 
is to operate on both light and heavy 
crudes, which are expected to be ob- 
tained from eastern oil fields and from 
Mexico. 

The Export Oil Corporation will 
soon have a fleet of tank steamers of 
its own. A deal is now pending for 
three, and three more are expected to 
be purchased later on. These will be 
in addition to those under lease by the 
company, and those available for trans- 
portation owned by other companies. 
All told, they give the company a big 
carrying capacity for foreign shores. 

“Captain” Constantin and “Daddy” 
Schock, as they are familiarly known 
to their host of friends thruout the 
Mid-Continent, are now in New York, 
awaiting the sailing of the steamer 
France, which will take them across 
the waters to visit England, France, 
Germany, Holland, and possibly other 
countries, in the interest of foreign 
trade. While on this trip they will 
probably purchase some of the ships 
they intend using in their business. 
They think possibly that they can be 
bought cheaper on that side of the pond 
than in the United States. 

The Export Oil Corporation was or- 
ganized some time ago by seven refin- 
ing companies to make an export outlet 
for their plants. Since it has been in 
existence it has developed a large ex- 
port trade. A short time ago Messrs. 
Schock and Constantin purchased the 
interests of James King Duffy, Thomas 
P. Melvin and the Phoenix Refining 
Company, which gave them control. 
The New York offices are in charge of 
James H. Brand, Jr., assistant secretary 
and treasurer, and the Tulsa offices are 
managed by A. E. Landsittle. 

The Constantin Refining Company is 
trebling the capacity of its 3,000-barrel 
refinery at Devol, in southwestern Cot- 
ton county, Okla., which will make it a 
9,000-barrel plant. It is operating on 
Burkburnett crude. 


Austria And Serbia 
Hold Out Opportunities 


By Special Correspondent 

WASHINGTON, Oct. 27. — Austria 
will need many things that the United 
States can best supply, and among 
these commodities petroleum products 
will be among the most important, ac- 
cording to an opinion of William Ford 
Upson, who has just been appointed 
trade commissioner to Vienna. Mr. 
Upson will represent the United States 
Department of Commerce there. Ser 
bia, too, is a most promising field for 
the American oil industry to seek new 
business in, he declares. 

Mr. Upson was the American 
gate to the Inter-Allied Trade Commis 


+4 
aele- 









sion at Vienna, and in the course oj 
his official duties became widely ac- 
quainted in business as well as in po- 
litical circles. During the war he was 
an officer of the American Red Cross 
and was awarded the Croix de Guerr 
by Marshal Petain, and the Medaille 
d’Honneur by the French war depart- 
ment. 

While Vienna has lost its command- 
ing importance as the capital of a great 
empire, it necessarily retains its geo- 
graphical position on the trade route 
between the outside world and the 
countries lower down on the Danube 
and it is still a great center of the 
manufacture of fancy goods and art ol 
jects of all kinds, which have always 
found a market in this country. 

Business men wishing to communi- 
cate with the new trade commissioner 
may address him as follows during the 
next few weeks: October 15-18, New 
York, 784 Custom House; October 20- 
22, Atlantic City, General Delivery; Oc- 
tober 23, Philadelphia, Chamber of 
Commerce; October 24, Pittsburgh, 
Chamber of Commerce; October 26, 
Akron, Ohio, 135 Mayfield avenue; O 


tober 27, Toledo; October 28-31 and 
November 1, Chicago, 504 Federal 
Building; November 3, Akron, Ohio, 


4 


135 Mayfield Avenue; November 4, 


Washington, D. C. 


Mutual Absorbs 
Montana Oil Co. 


By Special Correspondent 

KANSAS CITY, MO., Oct. 27.—One 
of the newest deals in the market- 
ing end of the oil industry in this 
section occurred not long ago when 
the Montana Oil Company was pur- 
chased by the Mutual Oil Company 
with headquarters here. 

A recent announcement, made by 
Oscar H. Williams, general manager 
of the Mutual, states that his com- 
pany has taken over the entire Mon- 
tana company’s plant and business, in- 
cluding the compounding plant located 
at Kansas City and all the stations 
thruout Montana. Practically the en- 
tire organization of the Montana Com- 
pany has gone over to the Mutual forces 
in the deal, it is announced, includ- 
ing the salesmen. 

Joseph L. Walsh, who joined the 
Montana forces in April, 1917, as gen- 
eral executive of that company, is now 
connected with the Mutual’s Kansas 
City office, in charge of the lubricat- 
ing department. 

The offices of the Montana Oil Com- 
pany will be moved from Helena, 
Mont., to Great Falls, at which point 
the Mutual Oil Company is now erect- 
ing an office building to take care of 
the greatly increased organization. The 
Mutual company, in addition to its pre- 
sent plant and headquarters at Kan- 
sas City, has stations at Great Falls 
and Missoula, Mont., Superior and 
Fremont, Neb., and Denver, Colo. 


LEXINGTON, KY., Oct. 27.—It 
reported that the Cumberland Torped 
Company will move its factory at M 


ler’s Creek, Estill county, to Menifet 
county. The company now has a stor 
house near the Alexander lease 


Menifee county, where there is 
activity, with promise of more. 
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Points To Be Considered In Erection Of 
Refining Plants 


RIN 
eral 
nner 


nited 


ré are 


t 
SI 
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States; 
profit, some operating on a 
lose margin, 


have the 


G the past few years sev- 
companies have built re- 
es thruout the oil belts of 
some are operating 


while others have 
down. 

several problems which 
nall company when it first 
build a plant to refine 
Che first is the possibility 
enough crude to operate 
its capacity indefinitely. 
assurance of the 
arises where will 
for their refined 


uestion 


he sales 


the available 
ales have been settled 
future plant is to 

Shipping of the crude 
refined products should 
studied and the plant lo- 


it the transportation rate 


questions of 


or tne 


as low as possible and the 
te is obtained for the trans- 
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e 


not been 


ntemplating 


igh money 1S 
ies, or by other means. 

when such companies are 
men who are fathering its 


products to 
The item of 


the refined 
market 


yn is of utmost importance. 


ppreciates this importance 
considered when 
is original plans. 
building a re- 
lly have the available 
rporate. However, at 
er to secure the available 
rtain amount of stock is 
obtained on 


not practical refiners and 
d with the problem of the 
of the plant. In most 


hese men secure a practical 
their superintendent to con- 


plant. He may or may 


chnically trained man, ex- 


refinery operation. In the 
ases he is not technically 
has been an operator for 
ompany, perhaps, a super- 
small refinery. 
desirable man for a posi- 
kind is one who is able 
estimate of the apparent 
will be obtained by op- 
with various crudes 
| different ways, in order 
finitely the approximate 
plant will enjoy under the 
conditions. He 
le to figure out definitely 
number of stills, tanks, 
lines, condensers 
and necessary steam 
equipment, pumps, 
ng racks, wax plant, etc., 
the plant is ready to 


, 
plant 


entioned 


sewer 


ers 


nal plans will not 
te operation has been 
reliminary plans have 
construction estimate 
nd during the con- 


By J. Benjamin Heid 


The accompanying article on 
general refinery construction was 
prepared by J. Benjamin Heid, a re- 
finery engineer for the Empire Re- 
fineries, Inc., Tulsa. Mr. Heid points 
out the extreme desirability of the 
employment by the company erect- 
ing the refining plant of an experi- 
enced technical man familiar with 
refining practice, to first consider 
the desirability of the location as re- 
gards crude supply, etc., and to lay 
the plant out so that it may oper- 
ate on various grades of crude and 
that it may be enlarged or a lubri- 
cating plant installed, and _ still 
operated efficiently and at a profit 
to the company.—Editor. 


struction of the plant a detailed cost of 
construction should be carried on to 
check the original estimate. The final 
design is very important inasmuch as 
it is desirable to keep the original costs 
down to a minimum but not to sacrifice 
the original cost to increase the operat- 
ing costs. There are hundreds of de- 
tails which are to be considered, when 
designing a plant, to reduce construc 


tion costs and also reduce operating 
costs to secure the same plant eff- 
ciency. The practical refiner and the 


inexperienced engineer generally make 


mistakes which add to the operating 
cost and which cannot be changed after 
the plant has been built and in opera 
tion. 
Figuring Costs 
There are several refineries which 


are in operation today where it is not 
possible to figure out operating costs 
per unit or on the plant as a whole, 
nor to give definite yield statements. 
This is a very important factor when 
designing and constructing a plant and 
in most instances a factor which is 
not considered but easily taken care of 
at a small original cost One can 
readily appreciate that if they are un- 


able to get definite figures on plant 
yields, that if the yields of finished 
stocks vary or are off, the heads of 


the company would be unable to know 
definitely how much they are losing or 
where to remedy the difficulties. Yields, 
operating costs and sales are continu 
ally changing and an accounting sys- 
tem utmost importance to the 
successful refiner 

Refineries 


is of 


should be constructed so 
that they can be easily enlarged for 
a greater capacity or be designed so 
that they can operate efficiently, run- 
ning various crudes. Most small skim- 
ming plants are built with the thought 
that they will run an estimated amount 


of crude per day, not considering the 
large amount of rerunning which will 
be done during the actual operation 
Consequently they are too small ori- 
ginally and the space which should be 


used tor enlargement is not available. 


With these plants it has also been 
found that, if the installation of a wax 
plant and other additional equipment 
is desired, the space available is just 
what is not wanted for efficient opera 
tion. The same is true if the total 
capacity of the plant is to be increased. 

A sufficient supply of water for con 
densing and boilers is a great problem 
tor many refiners It has often cost 
refiners thousands ot dollars for water 
because they erected their plants with 
out considering this important item. 
The supply is generally tar below the 
original estimate and the quality of 
water available costs thousands of dol 
lars for boiler treating and main 
tenance | s bee found that 
water tro. vells s undesirable 
because the sup iminishes and 
during the summer onths is in 
sufficient to supply the demand. 
Water from streams is satisfactory in 
some parts ot the country but causes 
boiler trouble in other parts Chis 
can be taken care of by treating the 
water for boiler feed purposes with 
chemicals. However, it is a con 


tinual operating cost, and something to 
be avoided. Where the supply of water 
is insufhicient to meet the demands, 
water cooling towers and spray ponds 
are constructed to cool the water so 
it can be used again for condensing pur 


poses. 
Insurance Rates 


Refineries are constructed in the ma 
jority of cases without considering the 
insurance rates which they will be sub- 
jected to when operating All equip- 
ment should be so segregated and pro 
tected to meet the underwriters’ speci 
fications so as to secure the lowest pos- 
sible rate. Saving in insurance rates 
amounts to thousands of dollars and is 
possible if these details are considered 
when first laying out the plant. A 
goodly supply of portable fire fighting 
equipment should be accessible and 
maintained. Steam lines should be 
installed to the more hazardous parts 
of the plants so that oil fires can be 
fought with chemicals and steam. Dis 
tilling units, tanks, etc. should be seg 
regated to meet the underwriters’ 
specifications. 

The personal safety of the employes 
should be taken care of by installing 
facilities for their safety Walkways 
should be placed over stills, condens 
ers, etc., in order to prevent the em- 
ploye from climbing around dangerous 
parts of the equipment. Receiving 
houses should be well ventilated to 
allow the escape of gases arising from 


the manifolds, etc., this order is to pre 
vent operators from becoming ill or, 
possibly, asphyxiated Satisfactory 


guards should be installed around ma- 
chinery and other parts of the plant to 
prevent possible injury to the employe. 

Shower baths, steel clothes lockers, 
and good drinking water are essential 
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They know that “CURTIS” 
AIR— FREE FROM OIL 
means that their tubes are not 
subject to oil rot, give longer ser- 
vice, need fewer repairs. 


CURTIS 








Air Compressors 


Are designed by pneumatic engineers 
and built by compressor manufacturers 
of over 25 years’ experience. Made in 
five sizes, either stationary or portable 
Ask your jobber for prices and data. If 
he cannot supply you, wrile us direct 


Curtis Pneumatic Machinery Co 


1520 Kienlen Ave. St. Louis, Me 
New York Office--530 N.Hudson Term 
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for the personal welfare of the plant 
operator. The satisfied employe will 
help increase the earning capacity of 
the plant. If his environment is not 
what it should be he will soon become 
inefficient and a drone. The highest 
class of labor will be found in the plant 
where working conditions have been 
made desirable. 


The general design of the refinery is 
often figured, not considering the main- 
tenance and operating cost, but with 
the sole thought of keeping the origi- 
nal cost down. A careful study of the 
still settings with reference to combus- 
tion, original and maintenance costs 
is a big problem for the engineer. 
Thousands of dollars in wasted heat 
are continually going out of the stacks 
of distilling equipment thruout the 
country, and this could be saved if 
designed properly originally. It is 
also possible to save part of the heat 
in the oil vapors and residuum by 
means of heat interchangers. Some 
are more efficient than others. 


Still settings are sometimes built of 
brick, others built of concrete and brick 
of miscellaneous design. Cheapness of 
design has caused a_ considerable 
amount of trouble with some plants, 
which, if a careful study had been 
given to the subject, would have saved 
the company much more than the 
amount originally saved in construc- 
refiners have 


tion. A great many 
thought that it is not necessary to 
insulate stills, consequently they are 


applying heat to the bottom of their 
stills to go out thru the shell exposed 
to the atmosphere. The heat wasted 
in this manner is a total loss in most 
cases. 


A still insulated with common red 
brick is very bad practice and very 
inefficient. There are several insulat- 


ing materials which will save from 80 
to 90 per cent of the heat exposed to 
the outside shell of the still. 

Condensing of vapors arising from 
stills is another feature which requires 
careful study. You may or may not get 
enough condensing area in your coils. 
The type of coils for the particular 
duty the still is performing also in- 
creases the efficiency of the cooling 
coils and distilling equipment. The 
method of applying water to the con- 
denser coils and its removal will 
increase the efficiency of the cooling 
effect in the coils. 

Water should enter at a point in the 
box to insure perfect circulation. The 
tail lines from the condenser coils to 
receiving house should have sufficient 
fall and be without pockets to insure 
a rapid flow of the oil to the house. 
If pockets or low points are in the tail 


also 


lines it has been found that the water 
will collect at these points and, dur- 
ing the cold winter months, will 


freeze, causing considerable trouble. 
A, great many refiners do not think 
it necessary to install an oil sewer sys- 
tem and concrete oil separator connect- 
ing tanks, loading racks, pump hi 
and distilling equipment. A complete 
system of this kind will often save the 
original cost of the installation in re- 
claiming oil which is otherwise wasted. 
This saving can be realized in a day 
in the case of a spill or fire and will 
save from one to two per cent of the 
monthly losses. The system should be 
connected to all points where oils are 
to be handled. The main sewer should 


muses 







empty into a concrete separator which 
will separate the waste oil from the 
water. The oil is pumped from the 


> 


separator to the plant and re-run 
separate sanitary sewer is needed to 
take care of the general refinery waste 
water and to insure sanitation. 

It is not good practice to instal] a 
loading rack on a curve or on a gr 


The tracks should be level, so that 
claims due to outage are not causing 
trouble from the customers. Outage 


claims are a source of an everlasting 
trouble and can be easily avoided if the 
original construction is under the sy 
pervision of a man perfectly familiar 
with refinery operation. The saturation 
of the ground with oil around loading 
racks can be avoided if a properly d¢ 
signed sewer system is installed and 
operators follow instructions. The per- 
sonal safety of the employes around 
the loading racks should have se: 
consideration. The rack should 
properly designed guard rails along the 
entire length and be fitted with steam 
lines to fight fires and steam out cars 
in cleaning. 

The oil transfer pump house is one 
of the most important units in a re- 
finery. The pump house should be ab! 
to charge stills, pump out stills, 
crude from tank cars into plant, | 
in cars, and transfer oils from t 
tank in the plant. It is sometime 
practice to place a few pumps und 
receiving house for still pumpi: 
it is not good practice to place 1 | 
laneous steam pumps around different 
parts of the plant. 

Such practice immediately 
that the plant was not properly | 
before being built. A system 
rectly designed manifolds connected * 
the pumping units can be desig: 
do this work efficiently. The 
the pumps and the duty which t 
to perform is of vital importance 
they can be so connected as to 
time and money if properly designed 

There are many other details whic 
should be considered when building 
plant, and it is the writer’s opinion that 
the company which desires to build 
plant should select a man who is tech 
nically trained, who has had the prac 
tical experience, who uses good com 
mon yt 








sense and one who is willing 
listen to the suggestions of his subor 
dinates. 


Standard Fire Loss 
Nearly One Million 





By Special Correspondent 
NEW YORK, Oct. 27.—According! 


an insurance statement, the _ loss 
volved in the recent fire at the Standa! 
of New York's Long Island City 
amounted to $4,250,000, but this 
cludes everything sustained by out 
interests. The Standard’s statement 
its own loss does not exceed $1 } 

A break in the bottom conne 
one of the gasoline tanks permitte 
steady flow of the contents, spreaé 
the fire among other tanks of relat! 
light capacity and containing the he 
distillates, which were awaiting 
treatment. 

By the use of special fire-fight 
preparations, the fire was checked. 
tore greater damage to the gas 
tanks was occasioned. 
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O the practical oil man, 

we need not say more. He 
knows that oil preserves steel and 
ruins rubber. 






Dewes Metal Hose 


is giving satisfaction in handling 
both heavy and light oils and gaso- 
line. It is especially adapted for 
high temperatures and high press- 
ures. 










After several tests the United 
States Government purchased 
over twenty miles for use in 
the Navy. 































































Ol ASS We have a booklet—ask for it. 
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The A.DEWES Co. 


199 LAFAYETTE ST. NEW YORK 
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When you place 
your order with us, 


our service are 


mutual. 


We handle every- 
thing in petroleum 
products, specializ- 
ing in 

Gasoline Kerosene 
Naphtha Fuel Oil 
Distillate Gas Oil 
Road Oil Greases 
Lubricating Oils 


You want the kind 
of service we give. 
We give the kind 
of service you want. 


Therefore 


Remember 





Mutual Oil 
Company 






the advantages of 








KANSAS th te 


























Cruising On The Boardwalk 


; * : ‘ 
RIT TE Tees 


That all was not work at the recent 
convention of the National Pe 


ation at Atlantic City is 


b gained from a glin pse at the ac 
companying picture. It shows Harvey 
N. Dauler, of the Beaver Refining Con 


Pittsburgh; Harold f 





he Interocean Oil Company, Carteret, 
N. J., and Chester S. Allen, of the 
Warren Oil Company, Warren, Pa. 

all three in one of the famous wheel 
chairs that navigate the boardwalk. 
They put in a few moments at least 
the well-known sp 


tein over 


rt of! looking 


Government Official Reports On 
Petroleum Situation In Cuba 


An outline of the petroleum resources 
of Cuba, the provisions of the mineral 
laws prevailing in that country and the 

fitable future of Cuba as an oil pro- 
ducer, are set forth in a_ report to 
the Bureau of Foreign Commerce, De- 
partment of Commerce, by H. W. Har 
ris, American consul general at Ha 
a: 


Vana 

Much has been said and written as 
to the probable petroleum resources 
of Cuba, the report says. A number 
of companies have been organized for 
the purpose of developing supposed oil 
fields on the island. Various questions 
are arising as to the securing of con- 
cessions and as to what has been ac- 
tually accomplished in the search for 
petroleum in Cuba. 

Under Cuban law, oil and mineral 
products lying below the immediate sur- 
face do not belong to the owner of 
the land itself but remain the property 
of the state. Concessions to develop 
possible oil fields in Cuba are granted 
freely to foreigners and to Cubans on 
the same terms. The charges made for 
concessions are fixed by law and are 
set forth in certain tables forming a 
part of the law, the charges depending 
upon the areas included in the con 
cession. 

The owner of the surface has no 
share in the profits of the enterprise, 
tho he is entitled to damages when in- 
jury is done to the surface or to build 
ings or other structures thereon. The 
time required in securing concession 
depends somewhat upon the location of 
the land in question, its size, the work 
of survey, etc 
The number of petroleum conces- 
ions granted in Cuba up to the close 
1917 was 88, including a total of 17 
is equal to 


595 hectares (one hectare 
> 47 acres) Of these concessions, 


were in the province of Havana, 
smallest of the six provinces of Cul 
and about a third larger than the state 
of Delaware. This province has thus 
far led in prospecting for oil. 

It is said that approximately 20 oil 
wells have up to this time been com 
pleted in Cuba, of which only four 
or five are producing in what can | 
called paying quantities, and in these 
cases the actual yield is not large. 

The concessions following the regu 
lar statutory form differ but little ex 
ceptin the area of the concession. Some 
have been practically abandoned be 
cause of the apparent absence of oil 

It is impossible at present to state 
whether the petroleum resources of 
Cuba are important. AlItho exploita 
tion has been going on for several 
years without proof as yet of oil de- 
posits of commercial importance, there 
are those who profess to believe that 
wells drilled to considerably greater 
depths will show valuable deposits. The 
organizing of companies and selling ol 
stocks seems to have largely subsided. 
One of the English printed newspapers 
f Havana recently published a brief re- 
view of the oil situation. It said 

“There is little change in the Cul 
oil situation, most of the drilling being 
held up at present, due to the failure 
to receive machinery from the United 
States.” 

As to the Cuban oil stocks it said 


e 


“The oil stock market may be de 
scribed as being in the depths 50 
many wells have been stopped tempo! 
arily and the producing wells in the 
Bacuranao have slumped so much 19 

ct 


their production that it has had a m 
depressing effect on prices.” 

The same publication refers to 4 
statement of Thomas Draper, described 


is “a well-known English geologist 
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Nellogg Pressure Stills 


are Forge and Hammer Welded 
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Will Your Stills Run For Two Years 
Without Repairs? 


The sixty KELLOGG PRESSURE STILLS 


shown above have been in continuous service, in a Kan- 
sas refinery, about two years without one hour's repair 
work of any kind. 


Why? Because they are made right, they are 


Forge and Hammer Welded 





If you are experiencing trouble with your riveted stills 
it will pay you to find out now why Kellogg Pressure 
Stills are bottle-tight through all their years of service. 





Send for our Booklet WF-24 


The M. W. Kellogg Company 
Office: 140 Cedar Street, New York 
Works: Jersey City, N. J. 
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THE KANOTEX REFINING CoO. 








Refiners of the Kanotex Line High 
Grade Petroleum Products 


56-58 GASOLINE 58-60 GASOLINE 
60-61 GASOLINE 42-43 KEROSENE 
ROAD OIL FUEL OIL 


Prompt shipments in our own equipment 


General Office and Refinery: Arkansas City, Kansas 
Sales Office: 4th National Bank Building, Wichita, Kansas 


Inquiries will have prompt attention. 














Arlington Mills DEGRAS 


Made at Lawrence, Mass., by Naphtha Process. NO DIRT. 
Specially Adapted for COMPOUNDING OILS 








WRITE FOR SAMPLES AND PRICES 


W. L. MONTGOMERY & COMPANY 


Sole Agents 
10 HIGH STREET BOSTON, MASS. 























| Emlenton Refining Co. 


Refiners of 
Pennsylvania Petroleum 


Gasoline—Naphtha—W. W. Oil—Mineral Colza—Fuel Oil 
Steam Refined and Filtered Cylinder Stocks 
Viscous and Non-Viscous Neutrals 
Paraffine Wax—Petrolatum Medicinal White Oil 


Emlenton Pennsylvania 

































to the effect that he is stronger than 
ever in the “belief Cuba is destined to 
occupy an important place in the 
world’s oil production.” It is said that 
Mr. Draper “is now preparing a report 
on the Cuban oil situation for publica. 
tion in England, where capitalists are 
becoming interested in the possibilities 
of Cuba as an oil field.” 

Whether this latter announcement 
may have for its chief purpose the 
bolstering up of outstanding Cuban oj! 
stocks or the securing of more Amer. 
ican and other capital in the enterp 
would seem uncertain. The fact re. 
mains that as yet no oil field of com- 
mercial importance has been dis- 
covered in Cuba and that oil produc- 
tion on the island is at present 3 
negligible item. 

There is no evidence of opposition 
to foreign capital employed in search- 
ing for oil in Cuba. On the contrary 
in this as in sugar production and other 
industries, foreign capital is understood 
to be welcome. Should investigation 
later show that there are valuable pe- 
troleum resources on the island, it js 
not improbable that the state as owner 
of these resources might so change 
legislation as to secure to it a valu- 
able share of the profits. 


rise 








Sheppard Plan Would 
Be Fine For Politicians 


WASHINGTON, Oct. 27.—The fear 
expressed at the time of the PI 
plan for the operation of the r: 


of the country—that it would be sug 
gested for the control of all industries— 
has been realized. The realiz 
has come probably sooner than t 
expressing it thought possible. It! 


however, not openly avowed 
industries are to be taken from thos¢ 
who conceived, organized and 
aged them. There is considerable 
verbal camouflage surrounding the pr 
posal. 

President Sheppard of the Order 
Railway Conductors, with the conse 
of the labor group in the Nationa 
Industrial Conference, the meeting 
called by President Wilson to assen ble 
here October 6, offered on October I) 
a resolution which, if adopted, woul 
be a declaration in favor of reducing 
the men who furnished the capital tor 
the oil industry, to a control over one 
third of the property created throug 


their initiative. The capitalists woul 
elect or appoint only one-third of te 
boards of directors. The 


whatever that may mean, would elec 
or appoint only one-third of em: 
ployes in the industry would elect 
appoint the others. 

After that was done, all the capita 
ists would have to do would be 
vote as a minority—if the directors fF 
presenting the public and the &™ 
ployes happened to be able to get 
gether—and continue furnishing ™ 
money for the advancement 
ideas of the directors representing 
employes and the public. 


Inasmuch as the public and its ™ 


terests are supposed to be represe 
by the administration chosen to ex 
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cise executive power, the combinat 
would be one of labor leaders am 
politicians to operate any and all ® 
dustries. That is the combination ™ 
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1 and 2—Cradle Supports 
3—Short Side and Full End Sills 
4—Push Pockets 





JOHNSON 


OIL REFINING CU. 


Irinwt¢ 
CHICAGO HEIGHTS 


JO.R.a. 98 
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Tank cars will get ‘‘jimmed’”— 
can’t help it—they’re jarred, jolted, 
and bumped about—they have to be. Idle 
tank cars are non-productive, a drain upon 
the profits. 


What causes the draining, drag- 
ging thief of profits—upkeep—to 


mount up and up? Layups for repairs, your 


car standing on the repair track waiting for 


a part. 


Plant: 
Harvey, Ill. 


\ 







Economy 


—look to your upkeep cost 


Simplicity, together with extra 
durable construction, is the reason for 
our Tank Car dependability and economy. 


We have an interesting story to tell 


you about tank cars, one that every buyer 
should know, a story of vital importance because it may 
put many additional dollars into your net profit account. 
Ask us about tank car economy. 


GHZ 


O- 


CHICAGO STEEL CAR COMPANY 


McCormick Building 


Chicago, IIl. 
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PITTSBURGH, PA. 





Fabricators and erectors of 
All Classes of Steel Plate Construction 


Our plate shops are the largest in the country. 


Oil storage tanks of all capacities kept in stock for immediate delivery. 


We also manufacture and erect steel buildings and other structural steel work. 


RITER-CONLEY CO. 
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Seale 
7 December Ist, 
for f 


Proposals For Gasoline, Oils and Greases 


d proposals will be received here until 10 
1919, and then opened, 
urnishing gasoline, kerosene, lubricating 
fuel oil and greases required by Army 


during January, February and March, 1920. 
Further information on application. 


Raw Materials and Paints Branch, Office of the Quarter- 
master General, Director of Purchase and Storage, Regular 
Supplies Division, Munitions Building, Washington, D. C. 





























Louisville, 





Refrigerating 
Wax Presses; 
and Fittings; ‘‘Sectional’’ Rocking and 
Dumping Grates; ‘‘Sectional’’ Steel 
Casings for Boilers; Water Tube 
Boilers; Tank Bodies for Motor Trucks 


Oil Refinery Equipment 


Machinery; Paraffine 
Drop Forged Valves 


Henry Vogt Machine Company 


Manufacturers 
Kentucky 

















railroa 
cost t the 


operating the 
two years, at a 
treasury of the United States, 
means by taxes raised by means 
liberty and victory loans, of abo 
300,000 a day. 


has been 
the last 


bag 
time 
civil 
maxi! 
Ger! 


Of course that is a mere 
It is only two and a third 
maximum daily cost of the 
It is than a tenth the 
daily cost of the war with 
therefore it amounts to nothing. It 
less than one day’s pay for all the ra 
road employes of the country, 
is on top of the big increase i 
road rates. 


less 


The Sheppard resolution, whic! 
be considered by the conferenc: 
cause it has been approved by the labo: 
group, at least for purposes of dis 
cussion, recites that whereas there ar 
three essential elements in organize 
industry, namely, the consuming pu 
lic, the capital that supplies tools a: 
materials and labor that operates ther 
therefore the three essential element 
should have an equal voice in the ma 
agement of all industries that deper 
upon privileges conferred by the publ 
franchises or monopoly. The 1 
fession is that that would include ot 
what are known as public utilities 


Therein lies the camouflage. Ever 
corporation is given privileges that ar 
not inherent in an individual. | 
instance, it usually has life in perpet 
ity. It has a limited liability, whil 
natural person must stand for unlimit 
liability in whatever he’ undertakes 





C 4 


The language, therefore, is_ broa 
enough to cover everything that 
being conducted by a corporation 


a limited liability partnership such a: 
the laws of Pennsylvania, Louisia: 
and probably some _ other 
authorize. 

The plan differs from the one 
gested for the stealing of the railro 
from their owners, in that it makes pr 


vision for specific representatior 
capital, as such. The Plumb plan I 
the railroads makes no provision t 


representation of capital on the boar 


of directors. It provides only fo! 





rectors representing the public, the 
classified employes, and the employe: 
holding supervisory offices, or 


employes, as the Plumb plan bill call: 


them. 


Standard of N. Y. Lands 
Big Fuel Contract 


By Special Correspondent 

NEW YORK, Oct. 27.—The St 
ard Oil Company of New Yor 
closed one of the largest commer 
fuel oil contracts that has bee 
gotiated in recent years, involving 
proximately 2,000,000 barrels 
Henry Fisher, manager of the 
pany’s fuel oil department, has 
the with the Narragansett 
Lighting Company, to supply the 
the latter company’s power 
Providence, R. I. The contract 
two-year supply. 


order 


The Standard company is co 
ing a large refinery near Pro 
fuel oil to New Eng! 
announced. 






to Supply 


Ss, 32 18 
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PRODUCTION SECTION 


Tulsa Bureau 
402 Cosden Building 
H. L. Wood, Mgr. 


Fort Worth Bureau 
518 Texas State Bank Bldg. 
Paul Wagner, Mégr. 





Oklahoma And Louisiana Operations 
Lead Interest In Producing Field 


TTS RANSFER of producing properties in the Mid-Continent and 
| outhwestern fields outranked development in the week under re- 

except for the extension of territory at Garber and Billings, Okla., 
ther with the drilling in of a new “wildcat” well southwest of lowa 
,in the general Wichita Falls district of Texas. 


he relatively new Beggs development, in eastern Oklahoma, had 

credit a number of wells good for 300 to 700 barrels, daily initial 

uction, each. The Pleasant Grove division of the Ranger pool proper, 

tland county, Texas, was the only bright spot in the black lime pro- 

ng area, normal completions holding the Ranger pool production 
its recent field mark of 65,000 to 70,000 barrels daily. 


Northwestern Oklahoma Gives Fresh Promise 


One completion at Garber was responsible for an extension of the 
which producing area is largely controlled by the Sinclair interests. 
field is between ten and fifteen miles southwest of Billings, 

in turn is a number of miles from a new well that promises a 
t pool discovered in this general territory of Oklahoma. 


he new Hewitt light oil district, Carter county, Okla., is getting 
nal play and leases have mounted in some instances to as high 
1) an acre, these levels probably having mounted somewhat higher 
ld Oklahoma prices in response to the turn-over that followed 
light oil development and more recently Louisiana conditions. 


Sinclair and Simms Acquire Louisiana Properties 


lose on the heels of the announcement that the Sinclair interests 
purchased the Louisiana properties of C. J. Wrightsman for a con- 
tion reported to have been $3,000,000, a report came from Shreve- 
the transfer to the Simms Petroleum Company of the Rowe 
rporation and Frost Oil Company holdings in the Homer field 
borne parish for a sum reported to have been as high as $7,000,000. 
side from pipe lines, building or projected, by the Standard Oil 
ny of Louisiana, the Arkansas Natural Gas Company and the 
Oil Refining Company to the new Homer field, additional 
es will be provided by an 8-inch pipe line to be constructed by the 
interests from north Louisiana to their Houston ship channel 

, now under construction. 


esent facilities at Homer consist of two gathering systems to tank 
ling racks, maintained by the Claiborne Pipe Line & Refining 
and the Standard Oil Company of Louisiana. Steel storage 
nstruction by Gilliland and Foster, which is being put up rapidly 
ively, will take care of the production of this interest until 
facilities are provided for prompt handling of crude. Gilliland 
have proceeded far enough with this construction work to 
mplete their big well in the Lowenberg division of the Homer 
levelopment, the well making 10,000 barrels, initial production. 


rable interest was attracted to Kentucky producing fields 


week by the report of the discovery of a gusher in Allen 
he well, which was drilled by the Curry Oil Company on the 
hell lease, is said to be making 1,000 barrels a day initial. 





Late 
Field News 











SHREVEPORT, LA., Oct. 27.—No. 
6 Oakes of the Gilliland Oil Company 
has been completed in the deep sand 
in Sec. 30-21-7, Claiborne parish, and 
is making 1,285 barrels an hour initial, 
according to the latest reports. An 
accurate gauge was made possible by 
the use of a 55,000-barrel tank. This 
makes the production of the well at the 
rate of nearly 31,000 barrels a day. 


FORT WORTH, Oct. 27.—States Oil 
Corporation’s No. 1 Holleman well, in 
the shallow pool northeast of Eastland 
and similarly northwest of Ranger deep 
pay production, has been drilled in a 
total of ten feet, this operation result- 
ing in the increase of production from 
250 barrels a week ago to a present 
maximum of 800 barrels daily. 


DALLAS, Oct. 26.—Texas Pacific 
Coal & Oil Company’s No. 12 Stewart, 
in the Strawn pool, Palo Pinto county, 
a shallow district northeast of the 
Ranger territory, is now making 750 
barrels at 1,696-1,700 feet. This one 
well, the largest in capacity ever drilled 
at Strawn, is making more production 
than all the other wells in the pool, 
numbering approximately 100, together. 





WICHITA FALLS, Oct. 26.—The 
Kemp, Munger, Allen well, between six 
and seven miles southwest of Iowa 
Park, in the greater Wichita Falls dis- 
trict, made a single flow when agitated 
after being opened up the second time. 
It would not flow otherwise. Fluid is 
standing in the hole to a level within 
200 feet of the top, there being 200 or 
300 feet of water above the oil in the 
hole. The worth of the test as a pro- 
ducing well remains undetermined. 


FORT WORTH, Oct. 26.—Roxana 
Petroleum Company's No. 1 Donnel 
test in southern Young county has 
been shut down after striking a shallow 
sand at 1,840 feet. It is good for 50 to 
75 barrels of 38 gravity oil. The Rox- 
ana’s old Good test, two miles east, had 
a rainbow showing at about the same 
depth, but failed to make a producer 
after being drilled to about 4,000 feet. 
The Prairie’s Atkins test, near the 
Roxana tests, but across the line in 
Stephens county, is standing in oil 
from the deep pay at 3,178 feet. Opera- 
tors are particularly interested in the 
shallow showing, because it is gener- 
ally held that Young county has failed 
to make satisfactory showing in deep 
tests. 
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Sinclair Acquires Wrightsman 
Property In Northern Louisiana 


Staff Special 
FORT WORTH, Oct. 27 


AST upon the heels of reports of 
the Sinclair Consolidated Oil Cor 
poration’s offer to the International 
Petroleum Company of Maine and the 
later dickering for acquisition of the 
Arkansas Natural Gas Company, comes 
definite information of still further ex 


pansion to result from the consolidation 
half 


of the Sinclair interests into the 
billion dollar corporation that recently 
came into being. 

One announcement emanating from the 


Sinclair offices in the current week had 
to do with the acquisition of the C. J. 
Wrightsman properties in Louisiana, 
which, added to recent other purchases 
in that territory, will give Sinclair control 
of large interests in the Homer and Bull 
Bayou territories, which is to be followed 
by the construction of an 8-inch pipe line 
from North Louisiana to the Houston 
ship channel refinery now under construc- 
tion. 

Refinery plans call for the doubling of 
the capacities of the Chicago, Kansas City 
and Coffeyville, Kan., plants. Sinclair 
Consolidated, which a few months ago 
acquired extensive acreage in the north- 
west extension territory at Burkburnett, 
Texas, and since has developed some 
production, is building a tank farm on 
the north side of Red river near Devol, 
Okla., and with the installation of pumps, 
etc., will be moving Burkburnett light 
gravity gasoline crude thru an 8-inch 
pipe line to Healdton, Okla., from which 
latter point the Sinclair pipe line is being 
doubled to Cushing. An 8-inch pipe line 
from Healdton to the Ranger field of 
Texas was completed about August 1 

Plans to connect the Houston ship 
channel refinery with Ranger, and the re 
mainder of the pipe line system, which has 
its northern terminus at the East Chicago 


refinery, are still under way. The right 
of way to Houston has been taken, but 
actual construction work has not begut 


As regards its refinery expansion, thi 
following statement was_ issue 
Sinclair organization : 

“Demand for petroleum products 
been increasing so rapidly the middle 
Consoli 


d by the 


western states that the Sinclair 
dated Oil Corporation has decided to 
double immediately the capa 
refineries at Chicago, Kansas City and 


( offeyville, Kansas, the dire 
priating $23,000,000 for that pury 
methods tor the manutactut 


from residues will be installe t k 


City and Coffeyville 
tallations bet similar t 
Mm operat it the ( 
tel n t bye nade 
increase in the lubricati 
pounding plants in operat 
modern factorie will 
rentininyg crude nl ante i 
products, imeludis ill 
cating and medical 
VTreases ind petrole ] 
“Land for the new « 
owned by the Sine) 
management at tl 
fineries were ] 
eventual extensions a 


for them so the mone 
be spent for a tual 
and facilities 





necessitate building additional trun! 
pipe lines as the present Sinclair pipe Ii 
stem is adequate to deliver a full supp! 
crude oil to the enlarged refineri 
Announcement regarding the 
tion of the Louisiana properties of C. J. 
Wrightsman, operating as the Wrightsman 
Oil Company, which was said to 
been for a consideration of $3,000,000, was 


acquis! 


} 
lav 


made formally, as follows: 


“Sinclair Consolidated Oil Corporation 
has acquired the Wrightsman oil produc 
ing properties known as the Johnson, 
Hollingsworth and Polly leases in the Bull 
Bayou oil field of Louisiana, which, to 
gether with the properties already owned, 
gives the Sinclair company a large per 
centage of the producing acreage in that 
field. A standard 8-inch pipe line will 
be built by the Sinclair company ex- 
tending from the Sinclair properties near 
Shreveport, Louisiana to the Sinclair re- 
finery on the Houston ship channel, a 
distance of about 250 miles. This line 
will have a capacity of about 20,000 barrels 
of crude oil daily. There is at present a 
large production on the Wrightsman 
properties and five or six additional wells 
are under way. These properties are in 
the immediate vicinity of the four thou- 
sand barrel well brought in by the Sinclair 
company several days ago. 


“New directors of Sinclair Consolidated 
Oil Corporation, elected Monday, are, A. 
E. Watts, Joseph M. Cudahy, Mark L. 
Requa, Frank Steenhart, E. W. Sinclair, 
William P. Phillips, Samuel L. Fuller, 
J. Fletcher Farrell, and R. T. Wilson. 
These directors, taking the place of G. D. 
Wahberg, R, W. Ragland, K. Porter, D. 

Hoover, C. A. Lockard, Jr., H. W. 
Kenwell, A. Steinmetz, and O. M. Ger- 
stung. A successor to James N. Wallace, 
who died recently, will be elected at a 
subsequent meeting.” 


Nothing further has come of negoti 
ations known to have been 
number of months ago for properties of 
the Ohio Cities Gas Company, nor has 
there materialized any move toward the 
taking over of the Oklahoma Producing 
& Refining Corporation of America, which 
was reported about the same time to be 
going into the Sinclair merger on a basis 
»f $30,000,000. 


pending a 


lt will be remembered that about tl 
le reports were current of the pende: 
the Ohio Cities Gas Company and 
©. P. & R. deals, that Sinclair Cor 
lated Oil Corporation did take over 
Union Petroleum Company. ther 
ening a venue to ist roreig nN 
g relat 
\Arthu | ippa, Tor l t 
( | Crawley Sa 
¢ nade vice preé if me 
Oil ( ipany ot Louisiana 1 will 
“ eport i. Po 
¢ i Manag N 


LEXINGTON, KY., Oct. 27.—Wolfe 


Ie Hart county Chev will 
it 1.000 feet Severa 


Rowe Oil Corporation 
Sells For $7,000,000 


BULLETIN 


SHREVEPORT, LA., Oct. 27.— 
Details of negotiations approved by 
Rowe Oil Corporation and Frost 
Oil Company for sale of their prop 
erties to Simms Petroleum Com 
pany, of New York, contemplate 
transfer of Rowe Oil Corporation 
for consideration of $7,500,000 and 
Frost Oil Company for $1,500,000 
The negotiations have still to b: 
acted upon by the Simms interests 





Staff Special 
SHREVEPORT, LA., Oct. 24 
Rowe Oil Corporation and Frost Oil 
Company, in both of which W. H 
(Bill) Rowe has been a guiding spirit 
have been sold to the Simms Petro 
leum Company, it is announced here 


for a consideration reported to have to- r 
taled $7,000,000. The holdings, prin 
cipal of which were in the Homer field ra 
of Claiborne parish, included 1,000 acres a 
of leaseholds and a half interest in the be 
Shaw tract, Sec. 30, near the “discov ha 
ery” well of the shallow pay. ti 
In addition to a number of good pr pr 
ducers drilled by the Rowe Oil Cor RB, 
poration on the Shaw tract, early in de 
the history of the Homer field, this op - 
erating interest recently brought in one ” 
of the four deep (2,100 feet) pay wells le 
in the Claiborne parish territory, the th; 
latter being estimated to have a poten- ha 
tial shut-in capacity of 15,000 barrels 
daily of 40.5 light gravity gasoline 
crude. U 
Rowe, formerly a driller, who got his Dit: 
first big start in the Pine Island heavy nies 
oil district, was a pioneer at Homer. I: 4 
addition to building housing facilities ' 
a recreation hall, etc., for his employes 
at Homer, on the Shaw lease, Rowe 11) 


made it possible for these same work- 

ers to subscribe for stock in the Frost ia 
Oil Company, which already has pro 
duction, on easy terms. Under the 
present conditions, these workers will 
obtain a profit from the sale to the Ed 
F. Simms interests as represented 1 
the Simms Petroleum Company. 


Simms, of Houston and New \ 
sold to the Sinclair interests muc! 
the property that went into the o1 
ization of the Sinclair Gulf Oil 
poration several years ago. 


Burkburnett Production 
Sells For $3,000,000 


Staff Special 
WICHITA FALLS, TEXAS, Oct 24 


Middle States Oil Company 
Haskell rmer governor of Ol] 
et al) closed a deal early in tl 

th J. I. Staley and P. P. |! 

DU res ne 1; yrodut 





ict $3,000,000. Iw 
( lode F mit ot 
\ £ the r 1 j 
( ( ot | ( 96, Re 
Valle \ 10-acre tract ) 
é ve sub- of B 
d 10 é out ¢ the 120 
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Kansas, Beggs, Garber And Billings Chief 


Centers Of Interest 


BULLETIN 


TULSA, Oct. 25.—Purdy and others’ No. 1, Sec. 6-15-11, 
wo miles from production at Beggs, found sand at 2,555 feet, 
ind at 12 feet in is making 6,000,000 feet of gas. 


1 half mile from other stuff. 





T 


Ross & Scott have 1,500 feet of oil in the hole at six feet in 
he sand found at 2,776 feet, in Sec. 18-14-12, opening a new pool 


The Celestine Oil Company’s No. 5 in Sec. 33-25-9, near 
Winona in the Osage, was shot and is flowing 2,500 barrels. This 
s the biggest well in the Osage for a long time. 


Staff Special 
TULSA, Oct. 27. 


{EK feature of the week in Oklahoma-Kansas oil field development 
s that Kansas continues to increase her production, the total daily 


igures for that state now amounting to 89,725 barrels. Eldorado produc- 


in which is figured the output of the new Elbing-Peabody fields, 


umped to 61,700 barrels, or to just 300 barrels below the total produc- 


of the state on January 1, 1919. 


iction figures of Oklahoma. 


There is no material change in the 


sig wells continue to be brought in at 


s, and some nice ones were brought in at Garber, but the general 
line of production in the other fields of the state just about manages 
ver the increase of Beggs, and, in spite of its good completions, the 
ne of old wells at Garber is sufficient to take up all the surplus of 
field, and the pipe line runs at the end of the week show Garber to 
produced about its usual amount—9,800 barrels. 


New Pool In Noble County 
intil the present writing, Noble 
Okla., has only had one oil pool— 
but from present appearances, it 
to have two at least. The Midco 
t m Company and Humphreys Pe- 
es Company, drilling No. 10, Wilhen 
the southeast corner of Sec. 30- 
little over three miles northeast 
‘illings pool, found a sand at 1,984 
ich was broken until 1,991 feet, 
re, where solid sand was found, 
egan showing up, and at 9 feet in, 
il depth of 2,000 feet, the hole 
500 feet with oil in an hour and 
nd operations were discontinued 
pipe down to the top of the 
lean out, preparatory to drill- 
After the pipe was set, and 
cleaned out, the oil filled up to 
feet of the top of the hole. It 
deeper, and the sand was 
2,008 feet. After all the 
drilled, the oil slopped over 
ff casing, but did not have 
yn to flow it. Drilling opera- 
100 tinued, and a deeper sand, 


round 2,100 feet, is being 





] 


fact that the oil slopped 


ng carried at the time, 
nates placed on the well 
a 100-barrel producer, 
is high as 150-barrels. 
but that it is a paying 
is looked upon as a pool 
extensioner to 


al as an 
| dry holes sep- 


ecause 


Maneuvering At Beggs 
f the oil 

sults again 

fine bunch of 

The largest 


men at Beggs 





during the 
mighty 
one 









of the bunch is doing 50-barrels per hour, 
and is the Barnsdall Oil Company, No. 1, 
in the southwest corner of the northwest 
of Sec. 7-14-12, offsetting to the northeast, 
Waite Phillips’ No. 2, Stake, in 12-14-11, 
which started off at 1,200 barrels. Both 
are producing from the 2,800-foot sand. 
Other extraordinary producers brought in 
at Beggs follow: 

Rebold and others No. 1, in the north- 
west corner of the southwest of the south- 
east of the southwest of Sec. 30-15-11, 
sand 2,575-2,650 feet, flowing 700 barrels. 
This well extends the Osage Hill pool, 
west of Beggs, two locations to the south. 

J. R. Hadley and others No. 1, Metz- 
Rey 5-acres, in the center of the north 
line of the southeast of the southwest of 
Sec. 30-15-11, top sand at 2,630 feet, 8 
feet in, flowing 300 barrels. No. 1 started 
off at 500 barrels when fully drilled in and 
is doing 400 barrels at more than a month 
old. 

Gladys Belle Oil Company and India- 
homa Refining Company, No. 10, Julius 
Adams farm, in the southwest corner of 
the northeast of the southeast of the 
northwest of Sec. 6-14-12, sand 2,285 feet, 
drilled 27 300 barrels. ° 

Gladys 


treet in, 


Belle Oil Company and India- 


homa Refining Company, No. 9, Julius 
Adams farm, in the northwest corner ot 
the northeast of the southeast of the north- 
west of Sec. 6-14-12, sand found at 2,275 
feet, 18 feet in, flowing 500 barrels. 
Gladys Belle Oil Company and India 
homa Refining Company, No. 12, Julius 


Adams farm, in northwest corner of the 


southwest of the southeast of the north- 
west of Sec. 6-14-12 sand 2.274 2,316 feet, 
flowing 500 barrels 


No. 19, 


1 
tne 


Turman Oil Company, Gordon, 
n the northeast corner of iorthwest 
of the southwest of Sec. 35-15-11, is a 500- 
barrel well at a total depth of 2,716 feet. 





Producers & Refiners Corporation No, 
5, Dicey McIntosh farm, in the northeast 
quarter of Sec. 12-14-11, found sand at 
2,812 feet, and at 16 feet in, was flowing 
500 barrels. 

Other Oklahoma Big Ones 

Other big wells completed in Oklahoma 
outside of the Beggs district, are located 
in the Hewitt, Garber, and Osage districts. 
Jennings reports a 475-barrel producer, 
which is the largest that that old locality 
has had in a long time. 

In the Hewitt district, in Carter county, 
the Westheimer & Daube No. 1, Y. E. 
Dillard farm, in the southwest corner of 
the southeast of the southwest of the 
southwest of Sec. 22-4S-2W, offsetting the 
discovery well to the northeast, found a 
third pay at 1,980 feet, and at 20 feet in, 
flowed 1,200 barrels the first 24 hours, and 
was reported doing 1,000 barrels the third 
day. It was making 360 barrels between 
the 6 and 8-inch casing from sands found 
from 1,877-97 feet, and from 1,903-20 feet, 
and the production from these sands, of 
course, is added to that of the new deep 
pay. No other important happenings are 
reported from Hewitt, except that the 
Carter well on the E. Noble, in the south- 
east corner of the northeast of the north- 
east of the southeast of Sec. 21-4S-2W, has 
been deepened to 1,713 feet with no increase 
in production, it still making 300 barrels. 

The 475-barreler at Jennings, is the 
J. B. Grieves No. 2, on the Armstrong 
farm in the southeast corner of the north- 
east of the southwest of Sec. 34-20-7. It 
found the Bartlesville sand from 2,697- 
2.752 feet, and is flowing natural. The 
Bartlesville sand was found much higher 
in this test than in the other wells in that 
field, and it is by far the best well drilled 
in that new pool. 

The Gypsy Oil Company, and Phillips 
Petroleum Company, No. 5, in the south- 
east quarter of Sec. 18-27-8, in the Pear- 
sonia district of Osage county, found sand 


from 2,451-85 feet, and is flowing 500 
barrels. It is one of the best wells drilled 
in at Pearsonia for some time. 


The Exchange Oil Company (Sinclair), 
No. 5. Hartley farm, in the southeast cor- 
ner of the southwest of the southeast of 
the northwest of Sec. 18-22-3W, Garber 
field. found sand from 1,516-25 feet, and 
is flowing 200 barrels. The Quadrangle 
Petroleum Company and Cootie Oil Com- 
nanv No. 7. Lynds farm, in center of the 
east line of the southwest of the southwest 
of 7-22-3W, reported last week as doing 
1.200 barrels, is still making 900-barrels. 


Deep Sand At Fox 


The Fox field, in Carter county, which 
has been more or less a disappointment 
so far as the production of oil is con- 
cerned. is looking better as the result of 
a find by the Carter Oil Company, in its 
No. 2. Tucker, in 29-2S-3W, of a fine 
showing of oil at 2,692 feet—deeper than 
where other wells in that section are pro- 


ducing from 


The Gypsy Oil Company, No. 1, in 
271-16-8. northwest of Bristow, in Creek 
county. has a hole full of oil, which is 
coming from sand which has just been 


2.951 feet. and a liner is being 
to drilling in. The sand 


touched at 
set preparatory 
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is the Tucker, undoubtedly, and the Wol 


verine well in Sec. 16-16-8, which is the 


is produc 


only oil well in the township, 
Bar 


ing from what is thought to be the 
tlesville. 

The Gypsy Oil Company has a well 11 
the northeast corner of Sec. 26-22-4W, ir 
the Garber pool, in Garfield county, that 
is two or three locations west of produc 
tion. It has just touched what is thought 
to be the Hotson sand, at 1,496 feet, an 
at a foot or two in the hole 
feet with oil, on top of 500 feet of wat 
which it was impossible to bail down. The 
pipe is being lowered to the top of the 
saad to drill in, and it is estimated g¢ 
for 25 barrels as it stands 

The Minnehoma Oil Company, N ] 
McGill farm, in the center 
line of the northwest of S« 23-22-4V 
a half mile west of product: t 


filled up 150 


Garber field, was drilled to 2,113 feet, 
and the pipe was set at that depth, and 
preparations were made to go deeper, 
when oil began flowing from between the 
6 and 8-inch casing. It is not known 
just where the sand was found, but it is 
thought to be at about 2,090 feet, and 
the pipe is going to be pulled to test it 


out. Its present flow is about 25 barrels 


Company, No. ], 1 
the northeast of 


Pawhuska, in 
sand from 


The Celestine Oil 
he northwest corner of 
Sec. 30-26-10, northwest of 
1e Osage reservation, found 
2,075-90 feet, which was given a shot, 

original estimates placed it good for 
60-barrels, but before the bridge and cav 
were cleaned out, it broke thru, and 
big flow over the rig, and is « 


made a S 
timated good for 200 barrels. It is a mile 


ym production 


New Wichita Falls Pool Opened; 
Worth of Well Still Uncertain 


Staff Special 
WICHITA FALLS, TEXAS, Oct. 25 
NTIL the Allen 


“wildcat” south 
west of Iowa 


Kemp-Munger 
test, six miles 
Park, in the gen 


eral Wichita Falls district, has been 
opened up and a test made, its possi 
bilities will not be known The well 


which was drilled to the top of the pay 
and shut down, made one flow October 
21, the oil slopping over the top of the 
casing rather than flowing into the air 
Two 4-inch pipe lines are being con 
structed to the site of the well from 
the shallow Electra field, and it is an 
nounced that the owners have ordere« 
5,000 barrels of storage to take care of 
possible production. 


The Kemp-Munger-Allen test found 
the pay at 1,760 feet and it was reported 
by the owners that it had been drilled 
only one foot in. Immediately after the 
showing was found, it was widely re 
ported as a well, and the usual crop of 
estimates placing its capacity at as high 
as 2,000 barrels daily, were made. It 
may be said with authority, however 
that regardless of the possible worth 
of the well when a thoro test is pos- 
sible that any such estimates on the 
basis of the present showing are ridicu 
lous. 


After the first 
rent, others followed to 
test was showing salt water 
known in authoritative cir 
these are equally ridiculous and _ that 
regardless of what the exact worth of 
the test may be it is a weil and opens 
up new territory in the “sand country 
development area of north Texas 


' 
] 
i 


reports became ct 


the effect th 


J 


A considerable acreage that has not 
been condemned by deeply drilled l 
ures is in the general vicini of tl 
Kemp-Munger-Allen well, and a dril 
ing campaign of considerable propor- 
tions may be expected 
however, within a radius of 
many deep dry holes drilled years ag 
so that, as in other cases the Wichit 
Falls district, it must be expected that 


the development augured by the 
ing in of the well will be in the nature 
of pool drilling rather than in connect 


territory with the Burl 


finds the 


ing up a vast 
burnett field, which 


level slightly shallower to 
mately the same depth. 


Approxi- 


Just how far it will be possible to curb 
the intensive development, such as was 
practiced at Burkburnett, is not certain 
in the pool marked by the Kemp-Mun 
ger-Allen “discovery,” but the execu- 
tive committee of the Wichita County 
Producers’ & Refiners’ Association, 
newly formed as a price stabilization 
organization at Burkburnett, is urging 
all operators and dealers in leases to 
do allin their power to stave off crowd- 
ed and closely drilled conditions. This 
is being urged thru C. H. Clark, presi 
dent of the association, and W. M. 
Priddy, a member of the committee. 

As a step in this direction, Messrs 
Clark and Priddy urge that in every 
lease or assignment executed the fol- 
lowing clause, or one of similar import, 
be included: 

“It is distinctly understood and 
agreed that the land covered by 
this instrument shall not be sub 
divided into tracts smaller than five 
acres each, and that no more than 
one well shall be drilled to the same 
sand on each five acres.” 

These men further urge that the pub 
lic refuse to buy stock in any company 
whose holdings consist of a tract or 
tracts smaller in size than 10 acres each. 

Announcement is made thru the daily 
press that W. E. Clark, special investi- 
gator for the Federal Trade Commis 
sion, has been ordered to proceed from 
Fort Worth to Wichita Falls for an 
investigation of charges of the Wichita 
County Producers’ & Refiners’ Associa 
tion against eleven pipeline companies 


that these lines will not take produc- 
tion from the wells of operators at 
Burkburnett unless sold to them at 
prices far below the market (posted 
price) value. Burkburnett congestion 
is been acute since June, and more 
particularly since the first part of July, 
when a five-day shutdown order was 


made by the Texas State Railroad Com 
mission, only to be rescinded after the 


ommiussion had found that it had acted 


vithout authority 
\s the congestion grew, and the fe 
ral. controlled railroads serving the 
urkburnett territory failed to make 
y improvement from their bre 





down, it became increasingly hard t 
move crude oil out of the Burkbur 
field. Gathering line systems, < 
nected to loading racks for tank car 
shipments, were unable to handle t!} 
amount of crude oil that they had bee 
handling and it was for weeks cur 
talk that some of these systems 
refusing to take oil except at “scalp: 
prices 

] 


Coincidently, some of the oper 


began dumping their crude on the 
ket, attempting to get it handled at 
old price, and this combination is 
responsible for the recent slash i 
posted price from $2.25 to $2 ab 
affecting Burkburnett crude only, | 
price is now in effect at the pi 
quotation of all pipelines except t! 
the Magnolia Petroleum Comy 
which has made no reduction, 

Ten days two compani¢ 
duced the Texas State Railroad | 
mission to order the Magnolia an 
Texas Company to run one-fourt 
the oil produced on leases they 
trolled, but this order, which was 
tested by the Whichita County 
ducers & Refiners’ Association 
been since rescinded. It was shown 
that the order, under the common 
rier law, was manifestly unfair 
several thousand barrels of oil, 
involved did not represent an equitable 
apportionment. 


Burkburnett Congested Still 


ago, 


Scores of wells in the northwest 
tension territory at Burkburnett ren 
shut down on top of the pay for la 
of facilities to handle, the intensive 
drilling that went on several mont! 
ago having been pursued to su 
extent that it will take still a consider 
able time (in the face of the railr 
situation) to construct sufficient carrier 
facilities or steel storage, altho some 
headway is being made steadily. 

It is estimated by the Producers & 
Refiners’ Association that there are 419 
producing wells in the northwest ex 
tension territory and the territory 
and adjacent to the Burkburnett town- 
site that preceded the newer develop- 
ment. It is estimated further that there 
are 673 tests either under way, or lo 
cations. RaS 

Current daily runs from the Greate 
Wichita Falls district total between 80 
000 and 85,000 barrels as against pos 
sibly 10,000 barrels additional that have 
been gotten out at other times, 
shown in recent weekly averages 
has been generally conceded f 
month or more that the potential pr 
duction of this territory was upwards 





of 175,000 barrels daily, and to this 
may be added the estimated poten 
tial production of new wells brought 
to the top of the sand from week 
week. 

It is improbable, however, that th¢ 


potential production of the “sand 
try” development area is more 
200,000 barrels, daily, at its rosiest, for 
the reason that the enforced shutdow! 
has made it impossible to get t! 
same maximum production fron 
that would have been possible ha 
when they first reached the pay 
While the Sinclair 8-inch pipeline 
Healdton is not as yet running oil ! 
it is possible that it W 
available thru the inst 
steam pumps, ot! 
delayed 


+ 


W Ciie 


Jurkburnett, 





be soon 
of temporary 
its use will be 
60 days 






another 
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Pleasant Grove District Maintaining 
Ranger Field Production 


Staff Special 

FORT WORTH, Oct. 24 

\: against the highly flush produc- 
s 


tion of the Desdemona district of 
the black lime producing territory 
rought the field mark of this division 
ssible 75,000 barrels daily, at one 
resent figures give this area 
yrners into Eastland, Erath and 
he counties) a total of roundly 
rrels daily. 
ens county is barely maintaining 
h operations continuing about 
ve done for the last month or 
Stephens county production 
a average slightly in excess 
arrels, as against roughly 44,000 
i week previously. 





1 


proper of Eastland 
about maintaining itself, prin- 
ause of normal completions in 
lled Pleasant Grove district, 
the present is its only high 
tanger pool daily production is 
etween 65,000 and 70,000 bar- 


nger pool 


Desdemona district, as late as the 
October there were 19 wells, 
n the townsite, that were 
m 20 to 100 per cent of salt 
having been one of the prin- 
ises of the tremendous slump in 
that brought off the congestion 
ilted in the field leveling down 
sis where the pipe lines are begging 
to speak. West of Desdemona, 
rritory opened by the Hamil et 
re were five wells making more 
including the Hamill. The 
h was at one time making prac- 
salt water, is again reported 
wn- g some oil. 
virtual “blowing up” of townsite 
ert t coupled with a shortage of 
would permit the utilization of 
uel there has resulted the to be 
ding away of congestion. Altho 
drilling operations remain 
there are no wells shut in for 
ilities to handle crude unless in 
stances where it has not been 
» to the expense of making 


+1 t water, 





ties into the Desdemona pool in- 
8-inch pipe line of the Mag- 
roleum Company; Prairie Pipe 
pany, 4-inch; Sinclair, 4-inch; 
Pipe Line Company, 4-inch; Sun 
4-inch, and Warren Wagner, to 
ading rack, 4-inch. The Trans- 

| Oil Company (Tex-Penn) also 
line to the field, connecting with 

il, and the United Producers 

» Forth Worth, which it recently 

at the point of completion 

ell of the Comanche North- 

Oil Company on the Carruth 
emona has been completed 
52 feet for initial production 
Is, daily. No. 1 is still good 
rels. Both are east of Des- 


uunty. The latest completion 
che Northern and the Mag- 
leum Company’s No. 1 Carruth, 
a half miles southwest of Des- 
he most important recenf 


completions. The Magnolia well has been 
deepened to 2,690 feet, making a maxi- 
mum flow at the latter depth of 4,462 bar- 
rels daily, under gauge. 

Other Desdemona completions include 
the Mid-Kansas Oil & Gas Company’s No. 
7 Dabney, northwest of the townsite 
about two miles, making 1,500 barrels at 
2,692-2,719 feet; Cosden Oil & Gas Com- 
pany’s No. 4 Hamilton, 40 barrels at 2,700- 
2,727 feet; McMan Oil Company’s No. 2 
J. W. Reynolds, east of the Desdemona 
townsite, more than a mile, 1,300 barrels 
at 2,703 feet; J. E. Crosbie’s No. 11 Ed 
Putty, 200 feet of fluid in the hole at 2,719- 
2,740 feet; Texas-Oklahoma Drilling & 
Development Company’s No. 2 J. D. Car- 
ruth, 600 barrels initial at 2,714-2,731 feet: 
Southwest Oil Company’s No. 2 J. T. Mad- 
ding, 100 barrels at 2,711-2,724 feet; Dis- 
ney & Cole’s No. 3 Shuler, 100 barrels at 
2,657 feet. 

Ranger-Rock Island Oil Company’s No. 
2 Brown is a 50-barrel well at 2,733 feet; 
Andrews & McClintock are pulling casing 
to abandon No. 1 J. H. Smith at 2,878 
feet; Skelly & Sankey’s No. 5 Anderson, 
on a tract near the McMan Oil Company’s 
Reynolds production, is a 1,500-barrel well 
at 2,831 feet; Ertle Oil Company has a 50- 
barrel well at 2,653 feet in No. 2 B. I. 
Terry; Ropes and Peebles got salt water 
in No. 1 W. E. Snodgrass and are plugging 
to abandon at 2,842 feet; American Duke 
Oil Company’s No. 1 S. E. Snodgrass was 
abandoned at 2,750 feet; Hogg Town Oil 
Company’s No. 1 J. T. Henry is swabbing 
15 barrels at 2,744-2,750 feet. 

Eastland County Shallow Pool 

The shallow pool along the Eastland- 
Stephens county line, two and a half miles 
northwest of the Sinclair Gulf Oil Com- 
pany’s No. 2 Davis, the latter in the deep 
Ranger pay, is probably the most inter- 
esting spot at the present time in this 
general territory. There are now five 
shallow producing wells in this district, 
which is about the same distance north 
and east of the Pleasant Grove division 
of the Ranger pool proper as it is north- 
west of the Sinclair Gulf’s Davis well. 

States Oil Corporation, which McCaskey 
& Wentz corporation is one of the larg- 
est holders of acreage north and east 
of the town of Eastland, having thousands 
of acres blocked up, has completed its No. 
1 Loper in this shallow area, making 375 
barrels at 1,880 feet. The Loper is about 
1,000 feet east of the originad Hueco- 
Ranger Oil Company and Hercules Petro- 
leum Company joint well that came in for 
800 barrels, initial production, and _ still 
is holding to 195 barrels at a little more 
than three months old. 

No. 1 Holleman, of the States Oil Cor- 
poration, about 750 feet south of the 
original Hueco Ranger-Hercules well, is 
making 250 barrels at 1,882 feet. This 
well has been completed within the last 
ten days. No. 2 Holleman, of the Hercu- 
les Petroleum Company, 300 feet east of 
the original well, is now making 350 bar- 
rels daily as against 500 barrels, initial 
production, a month ago. 

In the Ranger deep pay, the No. 2 test 
of Albers et al, Pleasant Grove district, 
is good for 2,500 barrels, initial produc- 
tion, at 3,525 feet; Prairie Oil & Gas 


Company’s No. 11 E. Roper for 1,500 bar- 
rels at 3,395-3,425 feet, and the Texas 
Pacific Coal & Oil Company’s No. 11 But- 
ler for 500 barrels at 3,430-3,450 feet. 

Other Ranger deep pay completions in- 
clude the Texas Pacific Coal & Oil Com- 
pany’s No. 14 G. E. Norwood, pumper at 
3,250-3,258 feet; No. 15 flowing 800 bar- 
rels at 3,433 feet; No. 1 C. E. Terrell, flow- 
ing 1,200 barrels at 3,363-3,400 feet, No. 1 
W. M. Meyers, a pumper; Prairie Oil & 
Gas Company's No. 6 J. W. Terry, shot 
into 40 barrels production with 60 quarts 
at 3,438-3,459 feet; No. 9 Roper, flowing 
200 barrels at 3,432-3,452 feet; No. 6 
Roper, showing oil at 3,420 feet; No. 10 
Roper, flowing 500 barrels at 3,425-3,445 
feet; Magnolia Petroleum Company’s No. 
4 T. W. Connollee, flowing 500 barrels 
at 3,422-3,440 feet; No. 3 N. B. Harris, 
flowing 50 barrels of oil and 5,000,000 cubic 
feet of gas at 3,420 feet. 

Humble Oil & Refining Company’s No. 
4 T. E. Davis, making 290 barrels at 
3,515-3,540 feet; Sun Company’s No. 3 
Lauderdale, flowing 200 barrels and fish- 
ing for tools at 3,412 feet; No. 2 J. od 
Maynard, flowing 700 barrels at 3,512- 
3,534 feet; Sinclair Gulf Oil Company’s 
No. 5 Harpool, flowing 45 barrels at 3,223- 
3.253 feet: No. 6 swabbing oil and gas at 
3,370 feet; Mid-Kansas Oil & Gas Com- 
pany’s No. 2 J. M. Rush. flowing 50 bar- 
rels at 3,287 feet; John H. Markham, Jr.'s, 
No. 4 Danley, making 854 barrels at 3,397- 
3,406 feet; States Oil Corporation’s No. 
1 Tobe Morton, flowing 50 barrels after 
shot at 3,480-3,486 feet. 

Stephens County Operations 

In Caddo pool, of Stephens county, the 
Sinclair Gulf’s No. 7 Coody got the top 
of the black lime at 3,312 feet and is drill- 
ing at 3,320 feet. It made several heads 
between these depths and gives prospect of 
making a well. In the northern part of 
the county the Mid-Kansas Oil & Gas 
Company’s Graham, touted for a well as 
long as a month ago, remains shut down 
for storage because of its isolated position, 
at 3,258 feet. Prairie Oil & Gas Com- 
pany’s No. 1 Atkins is standing with 
fluid in the hole at 3,212 feet. Southwest 
of Breckinridge development the Walker- 
Caldwel Oil Company’s Jones test prob- 
ably will be abandoned at a depth of more 
than 3,800 feet. 

Other Stephens county operations in- 
clude the Texas Company’s No. 14 Parks, 
shut down for shot at 3,305 feet; No. 1 
Norvell, plugging off water at 2,450 feet; 
No. 4 K. Stoker, making 750 barrels from 
pay at 3,224 feet; No. 2 J. S. Pierce, shot 
into 400-barrel producer with 60 quarts 
at 3,274-3,298 feet, and No. 3 Sandidge, 
making 100 barrels at 3,340-3,353 feet. 

Prairie Oil & Gas Company’s No. 1 
J. E. Langford made one flow of 75 bar- 
rels at 3,315 feet; Mid Kansas Oil & 
Gas Company’s No. 4 L. W. Wright was 
shot with 300 quarts, giving no response, 
at 3,165-3,260 feet; McMan Oil Company’s 
No. 1 Lewis Williams is a 250-barrel well 
after a 160-quart shot at 3,389-3,505 feet; 
Superior Oil & Gas Company’s No. 2 
Hagaman swabbed 50 barrels after a 160- 
quart shot at 3,400 feet, and the Palo 
Pinto Oil Company’s No. 4 flowed 450 
barrels at 3,150 feet. 
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Allen County, Kentucky, Reports 
Biggest Well In History Of State 


By Special Correspondent 


LEXINGTON, KY., Oct. 27.—One 
of the biggest wells ever struck in a 
Kentucky field is reported from Allen 
county, where, on the Robert Mitchell 


lease, the Curry Oil Company is said to 
save struck a gusher which at last reports 
was making one thousand barrels a day 
Conservative operators state the well is 
one of the biggest and most promising in 
the district. Another well is reported on 
the same lease, estimated at 25 barrels. 

In Bath county, in new territory, 
Thomas Shrout and others operating on 
the R. N. Creech farm, is drilling, and 
No. 1, on the N. T. Richardson farm, 1s 
ready to spud in. The wells neat 
Licking river, and several miles from the 
famous Ragland field. 

The Bertram Development 
struck a strong flow of gas at its well on 
the A. B. Slate farm, near Greenwood, 
Warren county. encountered 


are 
Company 


Gas was 
439 feet in shallow sand, and the drill will 
be sent deeper. 

News here is to the effect that Slade 
and others have struck a big oil well on 
the John Blanton farm, east of Blooming 
ton, Trace’s Branch, Licking river, in 
eastern Kentucky. The exact location 
and other details are lacking. 

With a total new production of approx- 
imately 400 barrels per day, fifteen new 
wells, ranging from 5 to 60 barrels, were 
reported from Kentucky oil fields, Friday, 
closing day for this report. Only one dry 
hole was included. The largest wells 
were No. 74 and 80 of the Southwestern 


& Cliff Petroleum Companies, on the 
Eureka tract, Lee county. These wells 
are credited with 60 barrels each. The 
same company also completed No. 52 


Eureka lease, Lee county, which is rated 


at 50 barrels, and No. 9, Bowling lease, 
Lee county, good for 20 barrels. Other 
wells reported Friday, follow: Superior 
Oil Company, No. 14, Profit lease, Wolfe 


county, 15 barrels; Associated Producer 

Company, No. 25, Annie Fisher tract, Le 
county, 25 barrels; Crown Oil Company, 
No. 7, Tom Booth lease, Lee county, 15 
barrels; No. 12, Progress Oil Compan 

Jo Allen lease, Allen county, 25 barrels; 
Tom Overman and others, No. 1, J. Har 
mon lease, Allen county, 30 barrels; Dr. 
Spencer, No. 1, March lease, Allen county, 
10 barrels; No. 2, owner unknown, Bond 
lease, Allen county, 5 barrels; Carter Oil 


Company, No. 8, Dink Britt lease, Allen 
county, 5 barrels; C same company, No. 9 
J. W. Buchanan lease, Allen county, 10 


barrels; Wright & Shrout, No. 1, Thomas 
tract, Allen county, 50 barrels; Hobbs 
& Avery, No. 1, N. M. Jenkins lease, Allen 
county, 10 barrels. 

The Roy Oil Company, of which G. A 
Roy, of Lexington, is an officer, is prepar 
ing to sink a test well on Friar’s Creek. 
Casey county, where the company has a 
large acreage. The structure here is on 
top of the Cincinnati anticline. Thirty 
or forty years ago an oil well was struck 
near Liberty and flowed freely, but there 
was little demand for oil in those days 
thereabouts, and as the people who en- 
countered the oil were looking for water 
the well was abandoned, and a freshet 
coming shortly afterward, the well 
filled up and was lost track of. 

The Cumberland Pipe Line Company's 
lines to the production of the Union Oil 


soon 


& Gas Company in Lawrence county, has 
been connected with part of the company’s 
tankage and three 250-barrel tanks were 
taken out of the Big Blaine district A 
number of new rigs are being moved into 
Lawrence county and much activity is 
being manifested there, altho practically 
all wells there are of very small produc 
tion. 

Oil runs from the eastern Kentucky 
field, as carried by the Cumberland Pipe 
Line Company continue to show a de- 
crease. For the week, the runs totalled 
78,125.29 barrels, as against 86,259.72 for 
the previous week. The cause of the de 
crease is believed to be heavy rains, which 
fell four days and interfered with the 
pumping. 

Nine locations have been made and drill 
ing rigs are being moved to the structure 
in Barren county extending east of the 
big Freeman tract on which the large well 
was recently brought in. These locations 
are on a range of three to five miles, near 
Georgetown and north of Pageville. 

No. 13, Thraman and Capitol Oil Com- 
panies’ Beatty heirs’ lease, Lee county, 
is reported good for 100 barrels. No. 12, 
which was recently drilled, is credited with 
200 barrels. No. 15 is believed to be a 
15-barreler. Gourley and others report 
their initial well, Starks tract, Allen coun- 
ty, good for 50 barrels. R. A. Chiles, 
drilling on the Tilford Bach lease, Meni 
fee county, reports well No. 3, worth 100 
barrels. The Security Producing & Re- 
fining Companies’ No. 16, Henderson 
lease, Lee county, is rated at 10 barrels. 


No. 1, Turner lease, Allen county, owner 
not stated, is a 15-barreler. 

The Swiss Oil Corporation’s No. 1, 
Mitchell tract, Allen county, which was 


reported as a big gasser and later showing 
for oil, now looks to be a big oil producer. 
The Cumberland Petroleum Company has 
completed Nos. 14 and 15 in Lee county 
Mary Combs lease, each being credited 
with 60 barrels. The Irvine Development 
Company’s No, 8, Green Adams lease, Le« 
county, is rated at 10 barrels. No. 6, 
Wentworth Oil Company, Gourley & Sut 
ton farm, Lee county, is good for 20 bar 
rels. The Swiss Oil Corporation’s Nos 
2 and 14, Booth lease, Lee county, are 
making 25 barrels each. No. 43, Russell 
Oil Company, Hall & Burke Lee 
county, is good for 15 barrels. 

The Ohio Oil Company has in Nos. 60 


lease, 


and 62, Flahaven lease, Lee county, 
worth 50 and 20 barrels respectively. 
Nos. 8 and 9, Lee-Allen Oil Company, 


Eureka lease, Lee county, are good for 
20 barrels each. Shamberger Brothers 
report No. 9, Cox lease, Estill county, at 
3 barrels. The New Domain Oil & Gas 
Company’s No. 5, F. M. Dussey lease, 
Lawrence county, is a 2-barreler. No. 9, 
Paragon Oil Company, Mulligan tract, 
Allen county, is credited with 150 bar- 
rels. The Shrout Oil Company has a 75- 
barrel well on the Thomas lease, Warren 
county. No. 2, Wolverton Oil Company, 
Butler lease, Warren county, is good for 
30 barrels. The Associated Oil Company 
has in No. 8, Finney lease, Allen county, 
which is making 100 barrels. No.1, New 
man Oil Company, Hayes lease, Allen 
county, is a 7-barreler. Schobert and 
others have in No. 1, Francis lease, War- 
ren county, at 5 barrels. No. 3, Magic 
Oil Company, E. L. Lane farm, Lee 





The Dr: 
nought Oil & Refining Company’s No. 2 


county, is worth 25 barrels. 


Strange lease, Cumberland county, new 
territory, is showing a stronger flow 
The Bed Rock Oil Company ha 


gas. 
No. 1, John M. Phipps farm, Mag 
county, new territory, filled up ith 
420 feet of oil, and is_ estim 
as a 15-barreler. The Southwester: 
& Cliff Petroleum Company ha 
No. 78, Eureka lease, Lee co 


credited with 60 barrels. The Russel! Oi! 
Company has in No. 64, Hall & Burke 
lease, Lee county, making 50 barrels 
Williams & O’Rear report No. 10, Raider 
lease, Estill county, is a gasser. 
Menifee county is the most promising 
oil field in eastern Kentucky, according 
to Dr. Elmer Northcutt, veteran oil op 
erator of this city, who has just returned 
from that section. Northcutt reports 
there are sixteen producing wells in Meni- 





fee county, which will average sevent 
barrels each. Some of them, notably « 
the Big Pete Oil Company, on the Pet 


Brown lease, are credited with 150 t 
barrels. 

There are now nine drilling machines 
operating in the Menifee field and others 
are going in almost daily. Practically the 
entire county is plastered with leases 
which, Northcutt says, are now in demand 
at an advanced figure, since the recent 
good strikes. As proof of this, Fred 
Hillis, of Hillis Brothers, has just closed 
a deal for thirty thousand dollars’ wort! 
of leases there. While the Cumberla: 
Pipe Line Company has already started 
to extend its lines into Menifee county 
Northcutt states that an independent 
company is preparing to go into the ter 
ritory and offers to pay a premium 
oil handled. 


Several Light Wells 
In Eastern Fields 


By Special Correspondent 

PITTSBURGH, Oct. 27. — Compl 
tions in eastern oil fields were of a routine 
character last week, but drilling continues 
spirited. Earnest efforts are under wa} 
to expand the producing area of the Weir 
sand extension in Big Sandy district 
Kanawha county, W. Va., but little suc- 
cess has attended the efforts of the oper- 
ators. Apparently the outer limits o! 
the pool have been reached and all that re- 
mains is a further development of t! 
interior. There is much work under wa) 





on locations adjacent to recently com- 
pleted producers, and intensive drilling 
will continue in the defined limits of th 


pool. There are 26 wells starting an 
drilling in the Weir sand extensio1 

Light oil wells and several gassers 0! 
note are the result of the week’s comple- 
tions. A gasser of near-record propor- 
tions was brought in by the Manufacturers 
Light & Heat Company, the well being 
in Morris township, near the Greene 
county line. The well now is doing clos 
to 15,000,000 cubic feet a day, and if this 
flow continues it will be the feature gas 
strike since the Spiegel gasser of 60,000, 
cubic feet was brought in near East Mc 
Keesport a few years ago. 

The Manufacturers Company got # 
pay in the Big Injun sand. Another 1m: 
portant gasser was that of Sally & Ska" 
on the Bird farm on Buffalo Lick ru! 
Kanawaha county; this well was drille 
500 feet below the Big Lime, failing ' 
find the Weir sand formation, and the g@ 
pressure was developed in the Big !n)¥ 


tr 
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the well being down 2,270 feet at 
time. The capacity of the well is 
to 1,750,000 cubic feet of gas per 


West Virginia Oil Wells 
from West Virginia include 
following: United Fuel Gas Com- 
- a light pumper in the Weir sand at 
9 on the Sunday Creek Coal Com- 
property on Kelly’s creek, Cabin 
k district, Kanawha county; Roberts 
, light pumper in the Cow Run sand 
No. 123 on the Rathbone oil tract in 
ning Springs district, Wirt county; 
Penn Oil Company, 15-barrel 
n sand producer in No. 6 on Laurel 
h of Tanners creek, DeKalb district, 
er county; Continental Oil Company, 
rrel producer at its No. 4 on the 
Iman farm in DeKalb district; Phila- 
hia Company, 15-barrel well on the 
iver farm in DeKalb district; Bea- 
Oil Corporation, 4-barrel pumper on 
Baker-Glocer farm on Hughes river, 
phy district, Ritchie county; South 
rl, n Oil Company, 5-barrel pumper at 
nd test on the Nottingham farm on 
Knob run, Murphy district; Fisher & 
inley, fair gasser on the Wilson farm 
e Murphy district; Lee Robinson & 
pany, 3-barrel pumper in the Keener 
in Grant district, Ritchie county; 
Brown Oil Company, 600,000 cubic 
re t gasser on the Rutherford farm in 
nt district; Carter Oil Company, 15 
drilling deeper at a test on 


farm in Harper district, 


eturns 





els by 
Whitney 
e county. 
pe Natural Gas Company, good gas- 
the Big Injun sand at a test on the 
farm in Centerville district, Tyler 
Hope Natural Gas Company, 

at tests on the Goode and Brake 

in Union district, Ritchie county; 
Oil Company, 10 barrels a day in 
erea grit at a test on the Hill farm 


| lazlett fork, Duval district, Lincoln 
‘ds George Rasel, 5 barrels at No. 


he Robinson farm in Union district, 
ounty, and Crumley Oil Company, 
on Elliott farm in Union dis- 
Clark Oil Company, and Hines, 5 
at No. 48 on the Volcanic tract in 
district, Wood county; Philadel- 





Lye Company, fair gassers at comple- 
v ell t on the Pritchard and _ Davis 
rict in Ritchie county, and  Car- 

Natural Gas Company, 5-barrel 


yn the Good farm on Beeson run, 
istrict, Ritchie county. 
’ Pennsylvania and Ohio 
wa Summit Oil & Gas Company’s re- 
ympletions near Harmarsville, Alle- 
ng ‘ounty, Pa., gives signs of produc- 
th lose to 150 barrels daily. The Little 
Oil Company’s No. 6 in Richhill 
hip, Greene county, is doing 8 bar- 
laily in the Big Injun sand, The 
pit r-Butler Gas Company has a 5- 
f producer at its No. 3 in the black 
rer 1 in Crows run. 
= 50-barrel shallow sand producer in 
+ hio field was one of the features of 
ri ek. The well is the George Hess 
test on the Mincke farm in Sec. 
Be relius township, Washington county, 
Vi ind its flow of 50 barrels daily came 
, t drilled a few feet into the 
urg 700-foot sand. The location 
1 mile in advance of production, 
open up a choice field for that 
The Chartiers Oil Company’s 
144. on the Hocking Vailey Products 
— v's property, located in Sec. 5, 
‘ township, Hocking county, was shot 
“< lrilled thru the Clinton sand, and it 
led with a flow of 65 barrels a day, 





was 


Osage Indians Would 
Select Own Counsel 


Staff Special 

TULSA, OKLA., Oct. 26.—The mat- 
ter of placing an attorney in a chair to 
handle the affairs of the Osage Indians 
is still hanging fire with no appoint- 
ment yet being made. Judge Preston 
C. Shinn has again been offered the at- 
torneyship by unanimous vote of the 
Osage Council, and the statement was 
made that unless Franklin K. Lane sec- 
retary of the Interior, approves of his 
selection by the first of the year, the 
Osages will send a delegation to con- 
gress, to ask that they be permitted to 
employ any attorney they may desire, 
without the consent of the interior de- 
partment. 

Soon after the first of the year, it is 
thought, the Indian appropriation bill 
will be brought up for consideration, 
and this is thought to be a good time 
to bring up the matter. 

The salary of the tribal attorney of 
the Osages only amounts to $6,000 per 
year, and it is difficult to get a good 
man for that price. Pat Hurley, recent- 
ly returned from the war, has been 
mentioned as the probable future pos- 
sessor of the seat, but the salary is not 
large enough to suit Pat. 


Awards Contract For 
Plant In Kentucky 


LEXINGTON, KY., Oct. 26.—Con- 
tracts were made this week by the 
Swiss Oil Company of Lexington with 
the United States and Cuban Allied 
Works Corporation of New York, for 
the erection of a compression gasoline 
plant on their leases in Lee county, 
Ky. The plant is being designed and 
will be built under the supervision of 
the H. A. Fisher Company, of Pitts- 
burgh. 


Marland Will Drill 
With Electricity 


Staff Special 

TULSA, OKLA., Oct. 26.—The most 
thoro test to which electric power, for 
use in drilling operations in the oil 
fields has ever been given, will be at- 
tempted by the Marland Refining Com- 
pany, of Ponca City, Okla., in the drill- 
ing of a well in that field to a depth of 
3,900 feet. J. L. Mildren and J. B. Hin- 
kle, drilling and production superin- 
tendents, respectively, of the Marland 
interests, are back at Ponca, following 
an inspection trip to Eldorado, Kans., 
where they looked over the well drilling 
there by the Empire Gas & Fuel Com- 
pany, and they were so impressed with 
the progress being made that they de- 
termined to try it out at Ponca. 

Mildren and Hinkle has been figuring 
costs with an electrical engineer for the 
past three weeks and have found that 
the cost of operation of an electric 
power plant will be one-third cheaper 
than steam power, and the cost of in- 
stallation one-third less. 

The size of motor that will be re- 
quired for the deep wells has not been 


determined exactly, this being worked 
out by the engineer who will install the 
first plant. Full details of the proposed 
experiment will be announced by Mar- 
land later. 


Wilcox Oil & Gas Co. 
Increases Its Capital 


TULSA, OKLA. Oct. 26.— The 
stockholders of the H. F. Wilcox Oil & 
Gas Company met in the offices of the 
company, in the New Wright building, 
this city, Wednesday, October 22, and 
authorized the board of directors of the 
concern to increase the capital stock 
from $2,000,000 to $20,000,000, and the 
directors met immediately after the 
stockholders’ meeting, and took action 
on the proposition. 

It is proposed that the new $20,000,- 
000 company take over the $4,000,000 
Texas syndicate which is being oper- 
ated under the name of H. F. Wilcox, 
personally, on the basis of dollar for 
dollar. The Texas syndicate is under 
contract to drill 25 wells on 25 respec- 
tive blocks, aggregating 100,000 acres, 
and after the Texas syndicate has been 
taken over, these contracts will be filled 
without any further cost to the H. F. 
Wilcox Oil & Gas Company. 

The directors of the company de- 
clared a 5 per cent cash dividend and 
decided to disburse the remaining un- 
issued stock remaining in the treasury 
to the stockholders. This amounted to 
approximately 29% per cent. Counting 
the stock dividend disbursement, the 
H. F. Wilcox Oil & Gas Company, on 
its capitalization of $2,000,000, has paid 
65 per cent in dividends to stockholders 
since January 1. 


Producers & Refiners, 
Complete 2 Pipe Lines 


TULSA, OKLA., Oct. 26—The Pro- 
ducers’ & Refiners’ Corporation has 
completed and started to run oil thru 
its new pipe line from Beggs to Tulsa. 
The line is 38 miles in length, 8 miles 
of it being of 3-inch pipe and the re- 
maining 30 miles of 4-inch pipe. The 
3-inch pipe is on the extreme south end 
of the line. Two pump stations are be- 
ing finished, but work on these is not 
as yet complete. 

The Producers’ & Refiners’ Corpora- 
tion has also finished construction work 
of its new 43-mile 4-inch line from 
3urkburnett, Texas, to Lawton, Okla. 
At the Lawton end of the line, loading 
racks have been constructed and crude 
oil will be sold to purchasers in buyers’ 
cars. Limited storage facilities have 
been constructed there, but not with the 
idea of storing oil. Runs will be in ac- 
cordance with shipments. 





TULSA, OKLA., Oct. 27.—Directors 
of the Homaokla Oil Company held a 
meeting in the company offices in the 
First National Bank building, of this 
city, for the purpose of talking over 
matters of production, and to converse 
generally regarding the affairs of the 
company. It was decided to start an 
active drilling campaign on the hold- 
ings, which are in the Osage, Allen, 
Garber, Cement and Healdton fields. 
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Oil Engineers Work To Effect 


Greater Efficiency In Production 


Staff Special 
TULSA, OKLA., Oct. 


second semi-annual meeting of the Mi 
Continent section, American Society « 
Mechanical Engineers, { 
most entirely of oil engineers, \v 
held in the assembly roo: of th 
Masonic building 
Thursday, October 30, a1 
indications, will be well attend 
An interesting program h een at 
ranged by the Bartlesvill 
the society, and member f the « 
ganization from 
Mid-Continent are assur from tl 


other Se. Ss of 


city, that they will not t tl 
trip 

The formation of the M Continet 
section of the America s { 
Mechar ical Engineers 1 
Tulsa, February 5, 1919 
covered includes Kansa () 
north Texas, north Lou 
kansas. Che oil industry 
employ, and directing it 
number of mechanical e1 

vere members of the org 
the formation of the Mid-( 
section was intended t ( 
engineers together, for tl ndustry 


benefit, by giving then nce t 
meet with their fellowmen, with whon 
they could exchange and share the 
ideas and experiences 
First Meeting Last Spring 
The first of these meeti: 


in Tulsa, May 23, at which many paps 


of interest to the petroleut I istt 
were presented, among vy was one 
by J H. Felgar, dear t the S 

of Engineering, Universit Okl 
homa, on the subject \\ 


the content of a cour 

designed to fit 

petroleum engineers 
This paper called forth 

discussion and favorable 

the members present, and w 

again at the coming meetit 
Another paper, 

interest to the 

business, was one by Ge 

Ir., of the Gypsy Oil Cor \ n the 

“Volumetric and Mechanical ( 

Gas Compressors with Var 

tion of Pressure and \ 

paper, by Paul Bateman 

People’s Tank Car 

Kan., on “Tank Car Mair ‘ 


one of interest to ever 


young mel 


11 


which Va 


people it 


and operator. 


\ paper by | e 
School Ot 


I nvineerit 


Kansas, on the Indu Vf 
facturing Possibilities in ¢ \ 
nent Section,” was one t 

terest to every busine 

district. These four 


Over one h If of the p 
that time, and all had d 
the oil industry 
Greater Gasoline Yield 

With probable at 
250,000,000 barrels 
next decade, and with the nt max 
mum peak of productior 
under 400,000,000 barrels. i pparent 
that a greater yield of 
possible must be securs 
national government, thru 
Mines, and other bodies. 


26. Th 


sara lt 
vill be 


at Bartlesville Oo! 


the mutual benefit of both 


ittention to this approaching conditior 
here are other phases of the problem 
besides that of obtaining greater gasoline 


yields, which require that greater precau 


tions be taken in the drilling of oil and 
pas wells, sO as to prevent losses under 


round, and wastes above 
methods be introduced for the 
nomical pumping and refining of oil 
than those commonly in use at 


nd that engines be design¢ 


use less fuel for the h ower pr 
duced. The feature of tne petroleum 
ustr , o vital to the country that a1 
movement of the engine I 
onnection with the indust is to be 
ted with interest and the Mid-Continent 
f \met \ Me 
» rf r 
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ed their intent making 
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h the American Petroleum 11 tute 
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il t th can be effects l t will be able 
iccomplish much, w 1 should be t 


1 > 
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Petroleum Company, Bartlesville, Ok 
pan} 


7. “Appraisement of Oil and G 


Properties,” by Mr. O. J. Berend, vice 
president, Oklahoma Pettoleum and 
Gasoline Company, Tulsa, Okla. 

October 31, 1919—Inspection trip 
Empire automobiles, leaving asseml 
room, at 9:30 a. m. 

A study ot the above program shi S 
that four of the papers are related 
the oil and gas industry 

The trip of inspection on October 
31 will include a visit to the Dev 
Portland Cement Works, where one 
the first waste heat boiler installations 
modern cement making will be sé 
a trip thru the gasoline absorption 
compression plants of the Phillips 
troleum and other 
electric generating stat 
to one or more smelters and poss 
1 trip thru the Empire Compa: 
experinemtal laboratories. Auto 
turnished for the et 


trip thru the courtesy of the Empire 


companies, a 


to a large 


vice will be 


Company 


I.W.W.Attempt To 
Blow Up Oil Tanks 


LOS ANGELES, CAL., Oct. 25. — 
An attempt by members of the I. W. V 
to blow up tanks in a tank farm 


Fullertor ield has led to the ado 


tr t 


ex dinary precautions by th 
companies to prevent damage by the 
“Reds.” | W W. agitation for s f 
time has een very active Sout 


in it 
California, especially around Fullertor 


ntil recently has been directed against 


Now 


turned their attention t 


range growers apparently 


bila ave 


oil industry 


The compani ire installing ela 

stems of electri searchlights ir 

1 er point 

Che g (Chapman gusher, espe 

thi ifeguarded, and guards have 
double Phe placing of the bombs, thr 
rf vl exploded harmlessly be 
rf Lult ynstruction, was followed 

e con é ittacked receiving lett 


ned |. W. W., and bearing the w 


“the demonstration,” all shown in pr 
etters cut from a newspaper and pa 


paper. 


Big Sinking Property 
Again Changes Hands 


LEXINGTON, KY., Oct. 27. 


where 


eement has been signed 
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Ball Wheels 








HESE combination wheels, representing tion problem where roads are bad and facilities 
Tae distinctive improvement in oil limited. 

, well drilling equipment, consist of Another advantage found in Parkersburg Com- 
13'6" open hearth lap welded steel cylinder mph ae 
543 tn hintaan ood 16 in diameter, inte the bination Bull Wheels is the facility with which 
ends of which cast gudgeons are bolted. Two all wood parts can be replaced innumerable 
split cast hubs are then applied with bolts and times. 
the shaft is ready for any standard make of And all these advantages can be obtained at no 
wood parts. greater cost than for the ordinary type of bull 
Parkersburg Combination Bull Wheels are wheel—in fact, in many cases at a great saving. 
delivered “Knocked Down,” thus lowering the We are now prepared to furnish Parkersburg 

Is cost. They can be assembled by any ordinary Combination Wood and Steel Bull Wheels 
field workmen. The absence of excessive weight (“Knocked Down’’), and Steel Bull Wheel 


in any one part and their compactness when Shafts, in any quantity. Get in touch with our 


crated, simplify very materially the transporta- nearest office. 


The Parkersburg Rig & Reel Company 


PARKERSBURG, WV. VA. 


WESTERN OFFICE TULSA, OKLAHOMA 
PARKERSBURG BRANCH OFFICES: 
TEXAS KANSAS OKLAHOMA 
ae Eldorado Peabody Augusta wr roo eeer 
orman ulsa mulgee 
Ft. Worth OHIO LOUISIANA Drumright Walter 
Burkburnett Cleveland Shreveport Bigheart Pawhuska 


non Wichita Falls WEST VIRGINIA Clarksburg Blackwell 
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Quick Profits Shown To Be Impossible 
In Shale Oil Recovery 


4 “SHE existence of large deposits of 
oil shales, similar to those suc- 
cessfully worked in Scotland and 

France, in Colorado and other parts of 
the United States, has long been known 
to geologists, but it is only within the 
last few years, or since the demand for 
petroleum products began to exceed 
the supply, that general attention has 
been attracted to them. Recently both 
the technical and non-technical maga- 
zines have published numerous articles 
on this subject. Many of these have been 
written by people who, apparently, had 
very little real knowledge of oil shale 
and who have made wildly extravagant 
statements regarding its commercial 
possibilities. 

The shale-oil industry seems destined 
to become one of the leading ones of 
Colorado, but it is now in its very 
earliest stages and its growth can be 
fostered better by a thoro understand- 
ing of its basic principles and the diff- 
culties to be overcome than by unwar 
ranted expectations of large and early 
profits. 

Numerous companies have been 
formed to mine oil shale and to manu- 
facture it into marketable materials. 
Most of these seem to be making hon- 
est, tho in some cases ill-advised, at- 
tempts to solve the many problems con- 
nected with the birth of the new indus- 
try. It is to be regretted that a few 
companies, judging by the extravagant 
promises of impossible profits and other 
preposterous statements made in the 
prospectuses, bear all the ear-marks of 
absolute fakes. 

The large and quickly realized profits 
made by fortunate investments in oil 
lands are utterly impossible in the oil- 
shale business. It is essentially manu 
facturing and calls for a large initial in 
vestment, which will, if successful, yield 
moderate returns for an _ indefinitely 
long period. The oil-shale beds have 
been aptly compared to the large low- 
grade copper deposits, such as those of 
Bingham Canon, Utah, which were 


made commercially valuable only by 
operations conducted on an immense 
scale directed by the best engineering 
skill with almost unlimited financial 
backing. 

It is hoped that the information con- 
tained in this bulletin will assist those 
who are really trying to develop the 
new industry to solve some of the 
problems that confront them; also that 
it will prevent the public from losing 
money in those companies whose pro- 
moters, thru either dishonesty or ig- 
norance, make promises impossible of 
fulfillment, and which are predestined 
to fail. Before investing in any oil- 
shale enterprise a person of moderate 
means should make careful investiga- 
tion regarding the company and the 
men behind it. Before any dividends 
can be expected large sums of money 
and a long period of time must be spent 
in experimenting, opening a mine and 
building a plant. 

At the present time there are no 
commercial oil-shale operations in this 
country. There is a great amount of 
activity in various places where oil 
shale exists and where transportation 
and other conditions are favorable to 
the production of oil from this material. 
The oil-shale area on the north side of 
the valley of the Grand River in Gar- 
field county, Colorado, is, all things 
considered, most favorably situated for 
commercial exploitation. The amount 
of shale per acre is larger than in the 
surrounding states, it is close to a 
transcontinental railroad, there is an 
ample supply of water, climatic and liv- 
ing conditions are good. 

The plants thus far erected, or in 
process of erection, in Colorado, are 
too small to be regarded as commercial. 
There are two plants being erected near 
Elko, Nevada, which are large enough 
to conduct operations on a practical 
working scale. They will probably be 
completed and started up within the 
next month or two, and the outcome of 
their operation should furnish more 





definite information regarding the com- 
mercial possibilities of American oil 
shale than anything that has yet been 
done. However, the Nevada shales 
differ somewhat in character from those 
of the Colorado-Utah-Wyoming depos- 
its and a process that will work satis- 
factorily with the former may require 
modification before it is applied to the 
latter. 

The term “oil shale” is applied to 
those clay rocks which wil! yield oil 
when subjected to some process of de- 
structive distillation. The term is not 
a particularly appropriate one, how- 
ever, for the shales do not contain min- 
eral oil or mineral paraffin as such, nor 
can oil be obtained from them by any 
system of solvents or by pressure. Drill- 
ing in these shales has not yielded any 
quantity of oil or gas, altho very small 
amounts of both substances have been 
met with, and occasionally the layers 
of shale are coated with a thin film of 
oil. 

The shales contain a carbonaceous 
material, related to gilsonite, a solid 
hydrocarbon resembling coal in appear- 
ance, which is scattered thru the rock 
in minute flakes. This material! will 
yield vapors and gases upon the appli- 
cation of intense heat, and from these 
oil is obtained by condensation. To 
this carbonaceous material in the shale 
the term “kerogen” is applied. Certain 
writers use the term “kerogen shales” 
when speaking of these rocks, but the 
term “oil shale” has become fixed ir 
common usage. 

The refining of shales as a source of 
oil was begun in this country about 
1850, following a similar development 
in Scotland at a somewhat earlier date 
Previous to the discovery of oil in the 
United States, and for a few years 
thereafter, a large part of the “coal-oil 
used in this country was distilled fron 
these shales. 

There were between 50 and 60 plants 
in operation in the states of Maine 


True Facts About The Shale Oil Industry 


ECAUSE of the public interest in the oil shale de- 
posits in our western states which has been large- 

ly developed thru stock promotion schemes in which 
enormous earnings are promised investors. Governor 
Shoup of Colorado, a few months ago ordered an 
investigation of the oil shale in the western part of 
that state and the possibilities in extracting oil there- 


from. 


The report of those investigators to Governor 


Shoup has just been made public. 


It shows that the quick profits made in some few 
instances in the oil industry are utterly impossible 
in the shale oil business even with a well managed 
company and one possessing shale beds where the 


oil content is large. 


It shows also that the extraction process is one 
of manufacture largely, that it will call for much 


work before it passes the experimental stage, and wil 
take a heavy investment; but will, if successful, yield 
moderate returns over a long period. 

The report of those investigators is being repub- 
lished here in order that the petroleum industry may 
know the true facts as regards the situation. That 
portion appearing in this issue is a general summary 
Other articles will take up the occurrences of the oi! 
shale beds and their geological structure and some 
commercial considerations, in which the financial po’ 
sibilities for extractor plants are gone into. 

The investigation was made under the persona! 
supervi.ion of H. F. Hunt, state commissioner ° 
mines; James Dalyrymple, state coal mine inspectot, 
and James Duce, state oil inspector, with the # 
of N. E. A. Hinds, secretary of the State Bureau o 
Mines.—Editor. 





CLEVELAND. 0. 


——s 











yield 








rOBER 1919 


29, 


NATIONAL PETROLEUM NEWS 








counties. 


The cliffs are about 3,500 feet high. 


sachusetts, New York, West Vir- 


Ohio, 


Indiana, 


Mississippi and 


iigan, when Pennsylvania kerosene 


put on the market. 


These plants 


then either abandoned or con- 


i into refineries 


for petroleum. 


interest in these latent reservoirs is 
increasing with the gradually ap- 
hing exhaustion of the supply of 


leum. 


As has been 


shown by 


y experts, this exhaustion is a mat- 
a limited number of years. To take 


place of this fuel, 


there must be 


according to R. D. George, state 


he Book cliffs on the north side of the valley of Grand river, between Debeque and Grand Valley, in Garfield and Mesa 
The oil shale occurs chiefly in the upper 500 feet 


geologist of Colorado, “a source of 
energy for at least one-half the horse- 
power of this country, and that source 
of power—that fuel—must be of like 
character to that whose place it is to 
take. 

“Otherwise, enormously expensive 
adjustments must be made to adapt all 
these engines to a fuel of different char- 
acter, different bulk, different power, 
and different handling. In view of the 
present and probable future industrial 
conditions, it is difficult to over-esti- 
mate the importance of this fact.” 





George believes that the substitute 
“must be oil—another kind of oil—but 
a petroleum or rock oil,” and that the 
sources from which this oil must be ob- 
tained are the shales and oil-bearing 
coals. 

The commercial utilization of the oil 
shale involves three distinct steps, pro- 
duction of the raw material, manufac- 
turing this into finished and saleable 
forms, and marketing the finished prod- 
ucts. All these steps are inter-related. 
Each presents its own peculiar prob- 
lems. All these problems must be 








Sharples Super-Centrifugal Processes 


§The purpose of 
our new chilling 
plant which we 
have constructed 
at our laboratories 
is to demonstrate 
the Process when 
applied toa partic- 
ular condition. 


Arrangements for such 

demonstrations may 

be made by corres- 
pondence with our 


New York Office. 
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Notice 


Manhattan Oil Company 


a South Dakota Corporation 


announces -: 


1. That neither it nor any of its officers, di- 
rectors or stockholders has, either directly or 
indirectly, any connection with or interest in 
any other oil corporation having the same or a 
similar name. 


2. That it is and has been for many years en- 
gaged exclusively in the production of crude 
petroleum and casinghead gas. 


3. That no public offering of its stock has 
ever been or is now being made, nor is any offer- 
ing contemplated for any future time. 


MANHATTAN OIL COMPANY 


By WALTER E. KELLEY, President 


101 PARK AVE. COSDEN BLDG. 
NEW YORK CITY TULSA, OKLA 
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solved before success can be obtained 
Each requires the best technical ability 
in its particular field. Finally, the sev- 
eral diverse operations must be welded 
into one harmonious whole which will 
require executive ability of the highest 
order. 

As there are no commercial shale op- 
erations in this country the exploitation 
of our oil shale means the development 
of the industry and the training of the 
operating personnel as the business de 
velops. All the competent investigators 
who have studied the matter are agreed 
that, to be successful, the business must 
be prosecuted on a large scale, not less 
than 1,000 tons per day, and that it will 
require the very best engineering, tech- 
nical and business skill backed by large 
financial resources. 

Altho conditions in Scotland are 
somewhat different from those prevail 
ing in this country, a study of the oil 
shale industry there, where it has been 
commercially successful for many 
years, is of interest in connection with 
our shales as it presents the only index 
of what we can expect to accomplish 
There is enough similarity to be of as- 
sistance in guiding the development of 
the American oil-shale industry For 
this reason a brief sketch of the Scotch 
practice is given below. 

The Scotch shales occur 
ical formation which has been exten 
sively tilted and folded. It is mined 
underground by methods similar to 
those employed in working pitching 
coal veins. The roof is supported by 
pillars and usually about 25 per cent 
of the -shale is left in worked-out 
ground in this form. An 
about four long tons of shale a day is 
produced for each man working at the 
The shale from the mines is 
Ils so that 


Ll pe olog 


average oft 


lace. 
crushed by large, toothed ro 
nothing larger than two inches in diam 
eter goes to the retorts 

The retorts are vertical and tapered, 
being about two feet in diameter at the 
top and three feet at the bottom. The 
shale is fed by gravity thru a hopper at 
the top which holds several tons. The 
upper part of the retort is a one-piece 
iron casting about 12 feet high. It is 
in this that the bulk of the oil distills 
The vapors and gases are removed un 
der slight suction thru a pipe which 
forms part of the top of the casing 
The lower part of the retort is built of 
fire brick and is about 18 feet high. In 
this part the shale is brought to its 
maximum temperature, about 1,750 de 
grees F., and most of the ammonia and 


water gas are formed thru the action 
of steam on the carbon and nitrogen 
eous material remaining in the shale 
The spent shale is discharged thru a 


sealed hopper at the bottom of the re 


tort by a suitable mechanical arrange 
ment. 
The whole operation is continuous 


The thruput of such a retort is between 
four and four and one-half tons per day 
The steam, which is admitted to the 
hopper containing the hot 
at the rate of 750 to 1,000 pounds of 
steam to 2,240 pounds of shale, serves 
for the following purposes cool the 
spent shale, to carry the heat from the 
spent shale into the retort, to form wa 
ter gas from the fixed carbon, to form 
ammonia by reacting with the nitrogen 
in the shale, to sweep the oil vapors out 
of the retort, and to effect a better trans 
fer of heat from the walls of the retort 
to the center of the charge 

Four retorts are usually set together 


spent shale 
1 


in a common furnace and sixteen of 
these units of four constitute a bench, 
which is two retorts wide and thirty- 
two long. The retorts are heated by 
burning the permanent gases which re- 
sult from the distillation of the shale. 
Scotch shale, which yields 25 imperial 
gallons of oil per long ton (27 U. S. 
gallons per short ton), or more, will 
also yield enough fixed gases to heat 
the retorts. When the permanent gases 
are insufficient to heat the retorts, pro- 
ducer gas is manufactured and used for 
this purpose. 

In Scotland no use has ever been 
found for the spent shale, and its dis- 
posal is one of the items of expense 
connected with the industry. Attempts 
to make use of it for road material and 
brick making have been unsuccessful. 

The oil vapors, gases, and steam from 
the retorts pass into a common header 
and thence thru air-cooled, vertical con- 
densers. The oil and water vapors from 
the condensers run into separators, 
where the oil is separated from the am 
monia water. The non-condensible 
gases are passed thru scrubbers in o1 
der to remove the light oils and am- 
monia and are then used as fuel for 
heating the retorts. This gas, with the 
gases from the oil stills, constitutes a 
large part of the fuel used at the plant 

After being separated from the am- 
monia water the crude 
transferred to the crude stills where it 
is separated into various fractions by 
distillation. The scrubber oils are also 
distilled and the light oils thus obtained 
ire added to the corresponding prod 
ucts from the distillation of the crude 
shale oil. 

Che refining of shale oil is much like 
that of petroleum, altho the operations 
are more complex and more expensive 
Shale oil differs from crude petroleum 
in containing certain organic com 
pounds that have a particularly bad 
odor, and must be removed before the 
product is marketable. Also, shale oil 
is more highly unsaturated than petro 
leum, and hence requires more careful 
refining. The removal of unsaturated 
yroducts and compounds having a bad 
y\dor necessitates several distillations 
and acid and alkali treatments which 
increase the refining costs and losses. 
Che average refining loss for shale oil 
in Scotland is about 25 per cent as 
compared to about 7 per cent in com 
pletely refining petroleum. 

[The ammonia water obtained from 
the scrubbers and separators is distilled, 
and the ammonia so obtained is passed 
into sulphuric acid to form ammonium 
sulphate 

[The shale now being retorted in 
Scotland yields an average of about 24.5 
U. S. gallons of crude oil and about 
37.5 pounds of ammonium sulphate per 
short ton. The gas yield is about 9,800 
cubic feet per ton of shale retorted; its 
heating value is about 240 B. T. U. pe 
cubic foot. 


lhe products obtained by refining the 


shale oil 1S 


crude shale oil are motor gasoline 
luminating oils, gas and fuel oils, lubri 
cating oils, paraffin wax and coke. The 
yield of these different products varies 
] 





depends to a certain degree bo 
on the nature of the shale a1 

conditions of retorting and 
As a rule, three grades of lubricating 
oil are made, none of which is suitable 
for steam cylinders, internal combustion 
or heavy duty bearings. 

was first started on a 
Scotland about 


renning,. 


engines, 
Che industry 


commercial scale in 





In 1871 there were 51 companie 
engaged in the industry, while at pres 


1860. 


ent there are only six. The successful 
companies have been those that, ei 
ficiently organized, have been able t 
employ the best technical skill, utiliz 
labor-saving devices, and operate on 
large scale. The industry has been fa 
vored by several factors, such as rela 
tively low cost of labor, large yields 
of ammonium sulphate, high price of 
competing petroleum products, and the 
situation in a densely populated indus 
trial region where supplies and a mar 
ket were close at hand. 

From 1871 to 1916 the productioz of 
shale oil increased from 593,310 barrels 
to 1,965,000 barrels, and the production 
of ammonium sulphate from 2,350 to 
59,400 tons. This indicates that in 
creasing effort has been directed toward 
the recovery of ammonium sulphate, 
Undoubtedly, the increased recovery of 
ammonium sulphate has had consider- 
able to do with the success of the in 
dustry in Scotland. 

Future Possibilities 

The future of the oil-shale industry 
in this country depends largely on the 
relative supply and demand for petro- 


leum products, particularly in the 
Rocky Mountain district. There is a 
strong probability that in years to 


come the production of petroleum may 
so decrease and the demand so increase 
that oil-shales will be largely needed 
to supply the deficit of crude pet: 
leum as a source of refined products 
The oil shales of this country co: 
tain enormous quantities of oil, but 
large amounts of money will have to be 
invested before the oil-shale industry 
becomes of commercial importance. Es 
timates by various engineers of the 
cost of a complete retorting plant, han 
dling 1,000 tons of shale a day, are be 
tween $1,000,000 and $5,000,000, and 
it the average shale treated yielded 42 
gallons of oil a ton it would probably 
require at least 1,300 such plants to sup 
ply the volume of crude oil that is be 
ing consumed in this country today, 
and the shale mined daily would 
amount to approximately one-half the 
coal mined daily in this country. 
However, it is hardly to be expected 
that shale oil will be called upon to 


replace petroleum completely, for a 
great many years. Altho the Scotch 
industry has been existent for more 


than 50 years, the amount of shale oil 
produced in Scotland during the calen- 
dar year of 1916 was less than three 
days’ average production of crude oil 
in the United States during the same 
year. 

The oil-shale industry is not strictly 
comparable to the petroleum industry. 
It is a completely new industry for this 
country and calls for new training and 
experience. After the o1f has been re- 
moved from the shale the problems 
connected with its refining are much 
more complex than are those of refin 
ing petroleum. Obtaining oil from 
shale is not comparable to obtaining 
crude oil by drilling. In drilling an oil 
well the element of chance has to | 


taken into consideration, but there 15s 
always the possibility of a large im 

; . i 
mediate reward on a relatively smal 


investment. After oil has been struck 
the cost of transporting it to the 
finery is in most cases relatively sn 
as there are systems of pipe lines thru- 
out the oil fields. 

In producing oil from shale the orig- 
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The*AEL~YEAR Cab — 
= TRUCKS are employed in the oil industry to elimi- 


nate transportation delays, maintain shipping schedules 
and increase transportation efficiency. 





most important factors in designing a truck for indtstrial purposes 
al weight of trucks, motor size, motor speed, rear axle ratio, tire size 

e been properly selected and combined in Kissel Trucks, giving an in- 
mparable chassis of perfectly balanced moving and fixed units, headlined 
the powerful Kissel-built engine—trucks built to maintain schedules 

year ‘round. 


necessity of Uninterrupted Transportation throughout the winter 
nths prompted Kissel to originate the ALL-YEAR Cab that protects 
2 k drivers, increases their efficiency and keeps trucks operating the 
‘round. 


5 different sized models from the 34 ton to the Goliath. Our nearest 
Kissel dealer is thoroughly competent to make a survey of your require- 


ments. Make an appointment with him. This incurs no obligation. 


KISSEL MOTOR CAR COMPANY, Hartford, Wis., U. S. A. 


NKISSEL TRUCKS 


| Public Auction Sale By U. S. Government 
| November 22,1919, Part of Chilocco Indian 
' Reserve, Oklahoma, For Lease, Oil and Gas 


An oil and gas lease covering 2,560 acres on the Chilocco 

; Indian Reserve in Oklahoma will be offered at public 

8 ; auction at Chilocco, Oklahoma, on November 22, for 

bonus in addition to royalty of 16% per cent; 25 per cent 

of bonus to be paid on day of sale and balance in three 

annual installments with acceptable security. Lands con- 

sidered favorable for production oil and gas, and report 
U. S. Geological Survey may be obtained on request. 


Write Officer in Charge, Chilocco Indian School, 
Chilocco, Oklahoma, for full particulars | 













































0il Companies 


who seek banking connec- 
tions in the Mid-Continent 
field (Kansas-Oklahoma- 
Texas) find par excellent 
service with 


The Exchange National 
of Tulsa 


Built on a practical knowl- 
edge of the needs of the oil 
business the Exchange has 
three exceptional points of 
advantage for large opera- 
tors and for dealers in oil 
well supplies. 


1—It is Oklahoma’s largest 
bank and handles deals impos- 
sible for smaller institutions. 


2—It maintains a credit rec- 
ord of oil men and firms that 
is unexcelled in America. 


3—Most real oil producers 
call the Exchange “their bank.” 


We solicit correspondence 
from individuals and firms who 
desire more detailed informa- 
tion on the service we afford. 


DIRECTORS 
E. W. Sinclair 











J.J. Larkin O. H. Leonard 
R. M. McFarlin H. F. Sinclair 
J. H. Evans J. A. Hull 
Homer M. Preston J. A. Chapman 
Frank Haskell A. T. Alison 

J. H. Markham, Jr. E. R. Kemp 


W. A. Brownlee 


G. N. Wright 


The 


Exchange National of Tulsa 
“Oklahoma’s Largest Bank” 


Capital and Surplus 
$1,500,000 .00 


Resources in Exceess of 
$30,000,000.00 
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Special Fittings Quickly 
Made For Oil Field 
Pipe Lines 


Where special fittings are required for new 
pipe lines or field storage uses, the work 
can be quickly effected and much time and 
money saved by using 


DING 
l OXY-ACETYLENE--OXY-HYDROGEN T 


Maintain steady 
oil production, 
reclaim junked 
equipment and 
reduce operating 
costs with an 
Imperial Outfit. 
Welds anything 
in metal and cuts 
all wrought iron 
and steel. Sate, 
Speedy, Eco- 
nomical, Efh- 
cient and Port- 
able. 




















Write today 
for catalog con- 
taining complete 
information re - 
garding —_ of 18 inch pipe connected into a 
operation, prices, Water ee with Imperial 
ee Equipment. 


Oxygen Gas Company 
KANSAS CITY, MO. 
Southwestern Distributors For 


Imperial Brass Mfg. Company, Chicago 














H. B. GOODRICH 





OIL AND GAS 
PRODUCTION 
ENGINEER 





214 NEW WRIGHT BUILDING 
TULSA - - - - OKLAHOMA 











HECTOR CRANDALL F. B. MURTA 


CRANDALL AND MURTA 


PETROLEUM GEOLOGISTS 


PHONE: CEDAR 874 
345 KENNEDY BLDG. TULSA, OKLA 








’ ‘ 7 
A. A. HASSAN 
OGONSULTING GEOLOGIST AND 
ENGINEER OF MINES 
Examinations and Reports I 
Oil Developme: 
Westbrook Hotel Bidg.. Forth Worth, Texas 








' Cable Address: ‘‘Hassan.” Tele Lamar 2399 








inal cost of the shale in place is prac- 


tically nothing at present. Estimating 
the supply of oil recoverable from a 
given tract involves little difficulty, for 
a few test holes and analyses can es- 
tablish the thickness and the richness 
of the bed as the value and extent of a 
coal deposit is estimated. 

It must be realized that the produc- 
tion of oil from oil shale is a large- 
scale manufacturing enterprise that in- 
volves the handling of large amounts 
of low-grade material and is compar- 
able in many respects to the extraction 
of gold or copper from low-grade ores. 
The original investment for equipment 
is heavy, the operating expenses high, 
the profit per ton probably small, and 
a large daily capacity and good man- 
agement are essential for profits. 

In this country the oil-shale industry 
cannot be developed overnight, and 
probably cannot attain success until 
large sums of money have been spent 
in perfecting mining, retorting, and re- 
fining methods. A company to be suc- 
cessful, whenever oil-shale operations 
become commercially feasible, must be 
able to employ the best technical, busi- 
ness and engineering skill available, be 
prepared to operate on a large scale, 
be financially strong enough to wait 
several years for any large return of 
the money invested. A large amount 
of credit will naturally be due those 
pioneering companies that will carry 
development work so far that when- 
ever petroleum industry fails to meet 
the demands for its products the oil- 
shale industry will be in a position to 
make up the deficit. It is unfortunate 
that a number of the many companies 
organized to deal with oil shale are de- 
voting their efforts to stock-selling 
rather than assisting in building a firm 
basis for the industry. 


Summary 


There are no commercial oil-shale 
plants operating in this country at the 
present time (August, 1919). As yet 
ne process for obtaining oil from oil 
shale has been used in actual commer- 
cial operations in the United States. As 
the Colorado shales differ from the 
Scotch shales it is believed that the 
Scotch process will have to be modified 
before it will be applicable to the Colo- 
rado shales. The Colorado shales, in- 
cluding those in the adjacent areas in 
Wyoming and Utah, also differ from 
those of Nevada and other parts of the 
country and a process suitable for 
treating the shales of some other area 
will not necessarily be applicable to 
those in Colorado. 

Colorado oil-shale deposits are richer 
in recoverable oil than Scotch shales 
which are now being worked, and are 
probably nearly equal in nitrogen con- 
tent, which is a measure of recoverable 
ammonia. The Colorado shales are of 
greater thickness and can be more 
easily mined than the Scotch shales. 
Much of the region covered by the 
shale deposits in Colorado is remote 
from railroad transportation and not 
easily accessible. On the other hand, 
a part of the region is adjacent to a 
transcontinental railroad and otherwise 
favorably situated for early exploita- 
tion. 

Market conditions for shale products 
are less favorable in this country than 
in Scotland, but present indications are 
that the United States cannot continue 
to depend on domestic petroleum pro- 


duction to supply completely the de- 





mand for petroleum products, and that 
sooner or later shale oils will have to 
be used to supply the deficit. Th 
shale-oil industry cannot supplant the 
petroleum industry in a large way for 
many years, but will grow up, probab!: 

from local industries in favorable 
places, such as the Grand River Valley 
in Colorado. 

The quantity, quality and value of 
products and by-products to be ob- 
tained from oil shale in this country 
are not yet known with any degree of 
certainty. The costs of oil-shale op- 
erations cannot be reliably estimated 
until commercial practice in this coun- 
try furnishes the necessary basic data. 

The oil-shale industry is a large- 
scale, low-grade raw materials manu- 
facturing enterprise, requiring large 
capital, high technical and business 
ability, and probably making slow re- 
turns on the investment. When eco- 
nomic conditions become favorable for 
the development of the industry, satis- 
factory mining, retorting and refining 
processes are worked out, and markets 
are established, there should be only 
ordinary business risk connected with 
it; meanwhile it is more or less specu- 
lative. 


Federal Judge Ends 
Oil Company Suit 


By Special Correspondent 


LEXINGTON, KY., Oct. 27.—Judge 
A. M. J. Cochran, in the United States 
District Court at Covington, Ky., or 
dered to be dismissed the suit of the 
Queen Elizabeth Oil Company against 
F. M. Nowell & Company and others, 
in which it was sought to change t! 
boundary lines of coal and timber la: 
in Lee county, Ky., Julge Cochran 
held the defendants’ title to the land is 
quieted forever against all claims a! 
directed the defendants to recover 
costs. 


The controversy arose over the 
terpretation of a deed given by P. Prys 
to Simpson Crabtree May 22, 1869, for 
land which was a part of the original 
John Carnan estate, on Big Sinking 
Creek, Lee county. Another part of 
the same tract contained 9,560 acres 
and was conveyed by David Pryse a 
wife to S. S. Bush in 1888. 

The boundary between these tracts 
which was said to be rich in coal and 
timber, formed the basis of the cot 
troversy. Former Judge E. C. O’Rea 
of the Kentucky Court of Appeals, ; 
W. B. Dixon were attorneys for the liti 
gants. The land in question is in 
heart of the Lee county oil fields 


an | 


TULSA, OKLA., Oct. 27.—A site 
1 6,000-barrel pumping station has b 
hased by the Kay County ‘| 
Company, in Sec. 1-25-6, six miles « 
Burbat in Osage county. Mate 
yr «the station is arriving daily, 
ynstruction work will be started 
nce Chis plant will be the boo 
tation on the company’s 4-inch | 
line now being built from the Po 
City refiner Marland Refining (¢ 
ry, te t producing property 
Quay, Okl It will also be the cet 
gathering point for Kay County 
Company’s pipe lines to be built to 
iction in Osage county 
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Oil stills being insulated with SIL-O-CEL brick and plastic cement: 





followed by wate. p.oofing 


SIL-O-CEL Insulation Solves the 


Heat Problem 





Forewarmers insulated with SIL-O-CEL Brick and 


Plastic Cement and waterproofed 


CELITE PRODUCTS COMPANY 





sroad way Oliver Bldg. 
EW YORK PITTSBURGH 











Monadnock Bldg. 
CHICAGO 


Economical output of petroleum products is made possible through 
effective conservation of the heat used in the refining process. To 
make every b. t. u. generated perform its full duty is the mission of 
SIL-O-CEL insulation and its increased use in refineries is the best 
indication of the faithfulness of its performance. 


Stills, evaporators, forewarmers, still bases, preheaters, boiler set- 
tings, pipes and every other form of heated equipment have responded 
with increased efficiency to the protection afforded by SIL-O-CEL 
insulations. Weillustrate herewith a few stills and forewarmers, 


which have been insulated with 
SIL-O-CEL insulating products. 


The remarkably low factor of heat con- 
ductivity of SIL-O-CEL is responsible for 
keeping the heat in the equipment and 
making it productive: —it entirely elimi- 
nates heat waste and thereby reduces fuel 
costs. 


Our Engineering Department has pre- 
pared an Interesting Bulletin on Oil Re- 
finery Insulation——just drop a line to our 
nearest office for Bulletin N-3, it does not 
obligate you in the least. 


Van Nuys Bldg. 
LOS ANGELES 






Monadnock Bldg. 
SAN FRANCISCO 
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The Barrel that“-Makes Good” 


BLI 


~ 


W/HEN our customers continue 
to place their orders for steel 
barrels with us year after year, 
many of them since back in 
191 1— it is only natural to believe they 
are satished with the barrel itself, the 
price and the service rendered by the 
manufacturer. 

Our quotation will interest you and 
the first shipment will convince you that 
from now on your barrels will be made 
by 


The Republic Steel Package Co. 


Formerly S. F. KH. Steel Barrel Co. 


Cleveland, Ohio 
































Western Oil Corporation | 


WALTER K. CAMPBELL GEO. W. SNEDDEN J. F. DARBY 


Announces the Opening of a Sales Office at 
140 N. Dearborn Street, Chicago, Illinois 


in charge of 


E. L. Jones, District Manager 


Marketers of Petroleum Products 


PRODUCERS AND MARKETERS OF 


BURKBURNETT CRUDE 


General Offices 


Cosden Building, Tulsa, Okla. 


Branch Offices 
Chicago, Illinois Wichita Falls, Texas 


140 N. Dearborn St. 612'4 Ohio Street 














Transaction Points To 
Development InN. Mex. 


By Special Correspondent 
ROSWELL, N. M., Oct. 22.4 


transaction which, it is believed, me 
the beginning of the real developm 
for oil in eastern New Mexico, has bee: 
closed here. H. A. Houser, of Los / 
geles, on behalf of the National 
ploration Company of New York, 
purchased 500,000 acres of leases 
state and deeded lands from the R 
well Oil Development Company 
lying in Chaves, Eddy, DeBaca 
Lincoln counties. 

Together with the announcement « 
this sale it was learned that the same 
purchasers had, less than a month ago 
acquired 75,000 acres near Picacho, Lin- 
coln county, and where preparations for 
development are already under way 

The contracts in both sales call for 
immediate active drilling operations in 
a systematic manner, which the pur- 
chasers will immediately undertake to 
prove out the entire holdings of 575,000 
acres. The purchase price has not been 
announced, but it involves several hun- 
dred thousand dollars. 

[The National Exploration Company 
was represented here by its general 
manager, Milton J. Beatty, who its als. 
vice president of the Commonwealt! 
Petroleum Corporation; A. B. Ander 
son, comptroller, and D. C. Howard 
attorney, of Charleston, W. Va. The 
company was but recently incorporated 
mainly for developing these New Mex- 
ico tracts. Its organizers are the same 
eastern capitalists who formed the 
Commonwealth Petroleum Corporation 
and the Union Oil Company of Dela 
ware, and which since have acquired a 
substantial interest in the Union Oi! 
Company of California, and also 
chased the Western Union and Colu 
bia Oil companies and the Head Drill 
ing Company, in California. 

The New Mexico purchases were 
made on recommendation of Dorsey 
Hager, Edmond A. Robitaille and Dr 
Jarth, geologists, who have been stud) 
ing the territory since last January, er 
gaged for the service by the Roswell 
Oil Development Company. The [at 
ter is composed of local people wl 
had pooled their lands and leases and 
raised the money necessary to deter 
mine the value of the lands as to oil- 
bearing possibilities 








LEXINGTON, KY., Oct. 27.—A suit 
has been filed in the Lee county circutt 
court, of which the plaintiffs claim three 
individual one-ninths of 600 acres 
valuable oil lands in the Hell Creek 
section of Lee county, known as the 
Kincaid Heirs’ tract. The petitio! 
maintains that plaintiffs are owners 
the property by inheritance from | 
ward Kincaid, deceased, who died 
testate An accounting of all oil o1 
property tor the last five years is as 


Che style of the suit is C. M. Kin 





and others against the Southern ‘ 
Company of Lee: Stanton Oil ¢ 
pany; Ohio Petroleum Company; ' 

1 Oil Company; Cumberland | 

j 


ta 
Line Company; McMinn & Criuch; V 
Ik. Kineaid and others 





If you want a new position, read th 
‘Help Wanted” ads towards the back 9 


fits wsue, 
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Natural Selection 


If you were going to buy your belts on looks you 
would hardly choose Oand G. They aren’t a bit pretty. 


But if you want belts for work—tough, hard, gruel- 
ling work—the only kind of work a belt gets in the oil 
country—O and G’s the belt for you. 


O and G may not be long on appearance— but it cer- 
tainly is there when it comes to the kind of service you 
want. Ask any oil man who knows / 


O and G belts make good because they’re made only 
for oil field work by men who know oil production and 
who know what oil belts go up against. 





MANUFACTURER 


IMPERIAL BELTING COMPANY 
CHICAGO, ILL. 


Distributor 


OIL WELL SUPPLY COMPANY 


PITTSBURGH 
Branch Stores In All Oil Fields 





























CLEVELAND, © 
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Desdemona District Curve Figures Give 
Idea of Pool’s Status 

























General figures in the panying Desdemona district table, adaptable to use with decline curve charts, or in their present f 
show that at the end of peptel er there was a total of 156 wells in this division of the black lime prceducing area of Central North Tex 
duction of 257.41 barrels. Pipeline congestion which appeared prior to about 13 per cent 


} 
] 
| 


which had an average di 


the wells in the district showin water |} ubstantially disappeared and if there are wells shut down for lack of transportation facilit 
as of current date, it will be exy ned ually as resulting from their isolated location, etc. 

It has been previously pointed out in National Petroleum News that of the wells affected by salt water, the encroachment has gai: 
an average degree of 65 to 70 per cent, which would cut the present daily average prt duction still further from the 40,010 for the 
month of September. A separat irvey of the territory, which is not included in the accompanying table, showed that for the last 
weeks of September, considered separately from the first two weeks of the same month, the daily average production of Desdemona dist 
wells was 38,148 barrels, since which time the nominal decline in October (coupled with whatever additional salt water encroachn 
may have ensued) brings the field averages still lower in the face of only normal completions. 

It may be said in this connection that it was principally townsite wells that brought about congestion because of intensive drill 
and it is principally these same wells that are showing salt water. The accompanying summary covers all wells, as of given date, in 


district. Other tables cover representative operations outside the townsite but do not cover all operations in the field.—Editor’s N 





DESDEMONA DISTRICT SUMMARY Plains Oil & Gas Company 





Number Daily Daily ant. Herrington Lease 
c verage verage e : : 
Period ae. secteolien ant ta pod oa Pennant Pann =.) 
(1919 Wells in Barrels Per Well Storage Period Producing Production Production Leas 
— 4 6 872 1,718 1919 Wells in Barrels Per Well Storag* 
February 6 6 270 1,045 March ; 1 450 450 
March 9 4612 312 .44 4,612 April 1 200 200 
April 20 6 759 337.95 6,759 Ma 120 120 
May 39 11 600 297.72 12,500 aie aa ss 
June 63 37 984 602 .92 41,000 ; 
July 71 39 625 558.10 40,100 - . ica " 
August 141 44 409 314.98 45,000 é 525 631.25 
September 156 40 010 257.41 42,500 sept. 1-1 i“ 800 200 1 
No, 2 No. 13 é r 3,500 t tial prodt 
3 uy N ed, N 10 pr S00 
Magnolia Petroleum Company ; 
January 1-31 1 1 00 
atwnary 1230 600 Southland Oil Company 
ee = oh a on (Vaught Lease 
May 1-31 ) ¢ ‘ 1 125 1 
June 1-30 x) ) 
] 40 
July 1-31 ( e 
t 1-31 . : wo “A 
Sept er 1-1 415 07.5 I 
> er 1-1 180 90 


Magnolia Petroleum Company 


C. T. Terrell Le 
Humble Oil & Refining Company 


Ma 3 504 
Jur 6.10 | Ellison Li is¢ 
}i 1 500 ) 
\ vA 1 fost) J } 
Se r 1-1 ( 
550 1 
. : > l 4 +500 1 5 
Transcontinental (Texas-Pennsylvania) Oil Company 
. ° g 3,000 bart initial pr 
Knowles | 
March 1-1 
March 15-31 a : 
: ae Ohio Gas & Fuel Company 
pr | 1 2 J 
April 1 0 a (Herrington Lease 
M 1-31 1 1 645 
\ 105 10 
June 1-30 1 l 1 


| y 










Phoenix No. 1 Oil Company 





Mid-Kansas Oil 







Mar ‘ 
April J. P. Dabney Leas 

May 

June 1 1,000 0 
July ] ROO RO 
August ¢ , 440 





September 
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Figures Show Decline of Wells in Ranger 
Field Proper of Texas 


I n pans ing summary of operations in Lhe Ranger pool proper of Eastland county, Texas, gives not only a set of figures from which decline curve charts 
of the general results of development, but the tables which appear herewith regarding the results obtained by pri ncips al operators in the field make an 
vy as pertains to the operations of the individual companies included. It will be noticed that in a fe w instances “curve” figures are included for indi- 
Wherever this occurs, the same figures are included in the general company curve applying. A “curve” is shown on the Texas Pacific Coal & Oil Com- 
G. E, Norwood lease for the reason that it included the mest productive well, both in point of initial maximum production and its staying qualities, that has 
n the Ranger pool proper. The Jones lease of Frank Cullinan and the Humble Oil & Refining Company, now operated by the latter, gave early promise 
old up to what had been expected of it. John H. Markham’s operations have been, so far, confined to the S. F. Copeland lease, so that the figures 
nay be applied beth from the operating and the individual lease viewpoints. The Norwood is not to be considered a representative lease, its 
nking all othe rs in the field. While the summary covers all wells in the field, “‘curves” are included here as regards only the principal operators in the 
bles. The Markham operations, as well as = se of the Prairie Oil & Gas Company, are on acreage obtained from the Texas-Pacific Coal & Oil Com- 


50 drilling contracts and upon payment of an additions al bonus.—Editor’s Note. 


RANGER DISTRICT SUMMARY Humber Daily Daily Oil 








° Average Average Held in 
Number Daily Daily Oil Period Producing Production Production Lease 
of Average Average Held in (1919 Wells in Barrels Per Well Storage 
Period Producing Production Production l ease 
1919 Wells in Barrels Per Well Storage April 1-15 1 6,500 6,500 
April 16-30 1 6,300 6,300 
1 91 48,925 537 .57 May 1-15 1 5,210 5,210 
15-31 104 46,312 445.28 May 16-31 1 5.200 5.200 
1-1 113 51,908 459 .36 June 1-15 1 5.200 5.200 
1 8 128 61,991 484 .30 ; June 16-30 1 4,780 4,780 
5 135 56,684 419.88 - July 1-15 1 4,318 4,318 
0 145 60,772 419.11 July 16-31 1 3.826 3,826 
) 164 58,527 356 .87 S August 1-15 1 3,785 3,785 
30 182 60,915 334.70 : August 16-31 ss ecgtareu 1 2,126 2,126 
15 203 58,512 286 .36 . September 1-15....... 2 3,062 1,531 
10) 211 57,826 274.05 58,512 
; 230 67,563 293.51 67,563 ° 
0 246 70,604 287.01 70,671 Gulf Production 
264 66,600 252.12 70,615 
260 62,789 236.94 63,500 January 1-15 4 705 
278 55,477 199 56 57,400 January 16-31 ~ 910 
283 53,897 190.45 54,000 February 1-15 5 965 
February 16-28 6 ,137.50 
March 1-15 7 682.23 
March 16-31 10 5, 535.70 
. . An -15 5 507 5 
Mid-Kansas Oil & Gas Company peat a + a’ oan aan at 
; ; seer ‘ : , , May 1-15 13 3,540 272.92 
16-31 nae , ‘ , May 16-31 14 4,185 293 .93 
1-15 -_ ‘ ‘ June 1.15 14 3,785 270.35 
16-28 ore is , June 16-30 15 3,656 243.73 
2 688 344.00 July 1-15 17 3,730 219.23 
3 1,164 388 .00 July 16-31 21 4,791 228.14 
3 1,300 433 .33 August 1-15 23 4,670 203 .04 
3 1,370 456.66 be acmiiie Ss August 16-31.. te : 23 2,869 124.74 
3 805 268 .33 ; 
3 792 264.00 ; 
3 486 128 .66 The Sun Company 
. pte - = January 1-15 rr 1 720 720 
A 195.5 7 BS January 16-31 2 550 275 
; Pi February 1-15 515 57.50 
* 329 41.12 : - , 
g 199 3737 February 16-28 3 500 166 .66 
R 271 27 .62 March 1-15 3 435 145.00 
ma March 16-31 3 380 126.66 
April 1-15 5 3,155 631.00 
The Texas Company April 16-30 6 3,311 551.83 
1 480 480.00 . se May 1-15 7 2.385 340.91 
3 950 316.66 May 16-31 % 4,329 541.12 
3 925 308 .33 June 1-15 x 4,129 516.12 
3 R45 281.66 June 16-30 9 5.601 622.33 
3 795 265 .00 : July 1-15 11 4,580 416.36 
3 499 166 .33 July 16-31 11 4.563 414.82 
4 950 237.50 August 1-15 11 3,587 326.09 
4 548 137.00 August 16-31 11 2,600 236 .36 
5 641 128.20 
5 449 89.80 John H. Markham, Jr. 
6 4,629 771.50 
7 5,619 802.70 January 1-15 1 508 5908 
7 4.449 635 .57 January 16-31 1 100 400 
7 4.077 582.42 February 1-15 ; 2 1,070 535 
7 3.207 458.14 : February 16-28 3 4.525 1,508 33 
10 3,036 303 .60 March 1-15 5 7,524 1,504 80 
March 16-31 6 9,600 1,600 .00 
Texas-Pacific Coal & Oil Company — os a - 6338 a+ 40 
34 16,739 495 32 May 1-15 Pe 6 30? 799 00 
38 17,615 463 56 May 16-31 g 4.550 568.75 
40 16,800 420.00 lune 1-15 8 4.101 512.62 
43 20,371* 473.72 June 16-30 10 7,667 766.70 
$4 17,816 404 91 lulw 1-15 9 4.150 461.11 
44 19,095 434.09 luly 16-31 9 6,692 743.55 
sO 17.730 354.60 August 1-15 10 3108 319 80 
53 15,895 289 .00 . August 16-31 10 2.786 278 .60 
56 13,456 240 .28 
5 3 55 3 es . + . 
tor agp Prairie Oil & Gas Company 
63 12,157 192.97 January 1-15 13 10,473 805 .61 
68 12,134 178.44 January 16-31 14 9,926 709 
66 10,148** 153.76 February 1-15 15 15,401 1,026.73 
71 9,722 136.92 February 16-28 19 16,651 874.21 
66 11,566*** 175.24 March 1-15 23 14,872 646.17 
u pletion of No. 1 Norwood for maximum of 11,000 March 16-31 24 14,823 617 .62 
April 1-15 20 12.414 443 36 
bandoned April 16-30 31 14,034 452.70 
ped flowing; 2 wells completed, No. 10 Butler, 3,000, No. 2 — ve 35 13,372 382.06 
May 16-31 37 12,171 328 93 
June 1-15 43 10,190 236 .97 
Texas-Pacific Coal & Oil Company Jule he? a p- eyo oan = 
G. E, Norwood—Lease) July 16-31 47 9,008 190.85 
1 3,996 3,996 ? August 1-15 54 7,470 138.33 
1 5,668 5,668 7 August 16-31 53 6,417 121.07 
1 6,184 6,184 i September 1-15 56 4,957 90.12 
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Number Daily 

of Average 
Period Producing Production 
(1919) Well in Barrels 


January 1-15 2 279 
January 16-31 120 
February 1-15 1451 
February 16-28 ) 060 


March 1-15 j 
March 16-31 1 1963 


April 1-15 10 3,895 
April 16-30 10 4,063 
May 1-15 ] x 
May 16-31 3 ( 
June 1-15 6,44¢ 
June 16-30 ) ( 

July 1-15 1 ri 

July 16-31 ) 1.860 





January 1-15 1.040 
January 16-31 j 

February 1-15 4 1,220 
February 16-28 R04 


March 1-15 638 
March 16-31 94 


April 1-15 7 1 0 
April 16-30 Se 126? 
1-15 1 1 

1 11 ) 

12 1.( 
14 1,704 
16 1.190 
1 3 
16 

1 





By Special Correspondent 
WASHINGTON, Oct. 27.—The M 


Creek oil field in Wyoming, trom a ge 
logical and producing 
the subject of a report made , 
expert of the United States Geo 
logical Survey. In 
in part: 

The Mule Creek oil field is in the 
northeastern part of 
about 4 miles from the east line of tl 
state, 18 miles nearly northwe 
Edgemont, S. D., a town on the ( 
cago, Burlington & Qui 
from which most of the supplies sent 
to the field are hauled. 

The Rocky Mountain front range 
and the Black Hills uplift are connected 
by what is commonly known a 
Hartville uplift, an anticlinal fold whose 
axis 1S indicated x] 
ite, schist and limestone near Ha 
and Lusk, and at Rawhide Butte, and 
also by the Old tic] 
which brings to the surface the nt 


most beds of 
kr 





the Sun Dar 
The direct continuatior 
the Mule Creek oil fiel 
way between the Old | 
and 
along the southwest 
Hills, 

The bed in the Mule Cre . 1 feld 
include two well-d: a <u that 
extend, 11 


the rather -¢ 


pener 





and that were rat S y 
curving syncline. The ax the west 
ern anticline exte! 

the center ot Ne IV 

the northeast corner of Sect. 2 of t 
Same township and from that 1 i 
a sweeping curve to the 1 theast cc 
mer of Sect. 30-40N., 60\ nd pr 


ably for some distance f irther east | 
dips of the beds generally range fro 
degrees to 15 degrees ’ 


Niobrara county, 


Magnolia Petroleum Company 


Daily Oil 
Average Held in 
Production Lease 
Per Well Storage 


Period 


Humble 


6, 14 
1.43 
¢ 
1918 
1-50 
6.30 
50 ae 1-31 
406 .30 s 
Sent r 
91.1 S« ‘ 7 
1.06 Oct r 1-31 
1] p r 1-30 
, De ber 1-31 
) 
cent 1919 
06 .86 J 1-15 
» 4 ry 16-31 
] 90 Febr ry 1-15 
Fe ry 16-28 
~Ompany Mar 1-15 
\f r 
0 Mar 16-31 
‘ 1-1 
9 66 . ** . 
00 Apr 16-30 
160.80 \ 1-15 
1 60 ve M 15-31 
4 fe A 1e 1-15 
190 .00 ya ; 
0.98 16-50 
] 0 } 1-15 
‘ 0 16-31 
91 t 1-15 
191 
I I gust 16-31 
74 c oe its 
7 - 
36.06 t UU 
171.0 U0 i = 


Government Geologist Describes Mule 
Creek, Wyoming, Field In Report 


opposite a SsT il] 


the anticline 
Mowry shale, the 
] 
( 


legrees. 


y dip as steep 


eastern anticline ex- 


axis of the 
from the synclinal axis near the 


Che 
tends 
northwest corner ot the southeast quar 
ter ot the southeast quarter of Sect. 12 
IN, 61W, to the Ohio and Midwest 


wells, drilled at the top of the ridge 


\ 














ear the west line of IN 
60W, and from there follows the t 
» line closely for an indefinite 
ce southward. 
1e axis of the syncline ext Is f 1 
the northeast corner of Sect. 23] A 
Ol\ to the northwest corner of the 
itheast quarter of the southeast qi 
ter ot Sect. 12 of the same towr 
ere it ikes a rve I r 
tends toward the l of the north 
or sect 20-39N, 60W. Well 
{ near Newcastle and In ¢ S ¢ 
t made near Upt mn and on the ¢« 
of the Old Woman { line 
that the beds at the top of tl 
te ticline FS yout 825 ‘ 
t] the corresp ling be 
eat the ghest p the ¢ 
] r ere the () ) ()y] ( 
producing wel is drille 
Formations Exposed 
I e oldest beds exposed in tl el 
t se ot the Mowry shale 
el] ¢ ‘A ibited at T it hig ( t | t 
the yveste nticl wect l 
O1lW, 1 sects ) 
rt the t nship 1 liately 
est ile S Cal be ré ] re¢ { 
eir hardness. s tourtire oht 
gray color ( tent of! S 
les Here S t 1 | 1 
pl é tne << p or the Mi Wr s} ~ 
marked by the presence of beds of be 
t te beneath a zone of dark shale « 
t hea ron-st ( 
Lowry S le S 





Oil & Refining Company and Frank Cullinan 


Number Daily Daily Oil 

of Average Average Held 
Producing Production Production Lease 
Wells in Barrels Per Well Storagé 





(Jone S Le st 


1 R34 Initia 
) 1.200 600 Production 
1850 ; All Wel 
Barre! 

) 10 ( No. 11 
2 1 . 95 66 No. 21 
{ 0 30 No, 3 

j 64 181 No. 4 

1 603 150 5 No. 5 

{ " 1 No. 6 

S 64 1 s No. 

5 L200) 160 No. 8 

@ 12 No, 9 
9 é N 1( 
9 600 60 .66 

Qy 1 

9 sU5 + ate) 

) 400 +4 .44 

) 380 4 P2 
9 364 +) 44 

9 60 5.55 

20 1 N mping bls., No, 10 















































—— thic ec overlait in t 
by about 6U teet I Gree 
limestone, which torms ané= als t i 
' Hee < wnd the St i 
continuous ridge around tne we 
anticline and gives rise to a hig 
} + | + + 
carpment about a mile or \ 
enne river 
{ 
Che lime Sc Ca L ( 
guished tre 1 the otner atio 
its ridge-tor ng habit, light-gray « 
and thin beds, and b imerous J 
pressions ol! loceral Ss laDlatus i 
sil of inf equent o¢ | € © Wm 
formations of the Benton group. _ 
1:1 1 1 } viii +} er 
( rilie Shale which overlies tne I 
horn limestone, includes about 35 
of sandston¢ l s and ca 
ceous §s le beds vhich he bout 
leet above le top the Green 
limestone 
| 
his series eds is ell ex 
ro d the ester! t ea rev 
dred feet outside f the Gree 
1 , , , 
4imestone ridges 1 g the gul 
otn east west ot the eastern 
clir i | OC t the s | 
t the O » Onl Con ys pro 
ell ne t! east ¢ OI oeé€ Lt 
( 1 
IN, 61\W ( S VS th 
1 ‘ . , 1 
re about 1,400 feet : e the oll 
and tne, © sO well € sed aong 
gulk es tni the ¢ té part 
PF 2) t + ‘ 1 1¢ er? 
the aé t! the ¢ S t! 
1 
aus £ W ¢ ( S1sts ¢ aA ot! 
I \ I I t Ss Prot 
€ ls to ¢ 1 ce ¢ + tf 
y i + llo 
I T | ( S ¢ the ( 
f ¢ , 
T 1 eS « € C rie 
I tne t l] e es 
, 3 : 
the cS « pic I N1 
] +" 
4 i ( ) c lil Ct < 
ro 1 S I ¢ the é 
its lig t ¢ t ( r \ ( le 
t< ] oft ft hedc , 
i es ne ¢ sisting n geres 
ot shells « Ostre ( gest 
, 1 1°97 , 
Considerable drilling s beer 
¢ 1 4 a ‘ 
espe ill ( the Veste ntici 
other t} 1 those vho are I 
tempting to develop the field, but 
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You Can Depend on a Type U Pump 


The strongest assur- 


Thousands of oil men have proved to 
Novo 


(ype U Pump can be relied on for con- 


eir entire satisfaction that the 


stent, dependable service, every day in 
e week and 52 weeks in the year. 

There are good reasons why Type U 
inds up under the hardest strain of long- 
high-pressure Both 
gine and pump are built complete in our 


stance, pumping. 


All castings are thoroughly 
Every part is 


vn fac tory. 
isoned before being used. 
ide a little stronger than the most gruel- 
x tests have shown to be necessary. 

Like all Novo Outfits, the Type U Pump 
compact, portable, simple in construc- 


tion, easy to operate. 
ance of its reliability is the Novo Service 
that goes with every Novo Engine and 
Outfit, and backs up every claim that we 
make for Novo Reliable Power. 


Novo Engines, 1% to 15 H. P. Furnished to oper- 
ate on gasoline, kerosene, distillate, natural or 
artificial gas. Outfits for Pumping, Hotsting, Air 
Compressing, Sawing. Write for full information. 


NOV° ENGINE Co. 
Clarence E. 


ment, Vice-Pres. & Gen. Mgr. 
513 Porter Street 


New York: Woolworth Building 


Lansing, Michigan 
Chicago: Old Colony Buildi ng 
Canadian Distributors 


London Concrete Machinry Co., Ltd. 


London, Ontario 
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ently the records were not carefully 
preserved. The Ohio Oil Company 1s 
now pumping considerable oil of low 
gravity from a well near the top of 
the eastern anticline. This well fur- 
nishes fuel for most of the drilling. As 
the quantity of the oil produced in 
creases it can be piped to the main line 
of the Chicago, Burlington & Quincy 
Railroad, which is about 12 miles east 
of the field. 


. . ¢ 1 i 
The oil comes from a sand at a depth 


of 1,394 feet, and the Ohio Oil Com 
pany and several other companies are 
now drilling with a view of testing that 
and other The identity of the 
productive sand in the Ohio Company s 
producing well will probably remain 
somewhat in doubt until further drilling 


sands. 


is done. At Newcastle, Wyo., there is 
a sandstone lentil in the lower part ot! 
the Graneros formation about 250 feet 


above the Dakota sandstone. Oil seeps 
from this sand continuously, and 15 to 
20 barrels of oil are now stored in a 
rudely constructed reservoir about 200 
feet south of the main line of the Bur- 


lington Railroad. 


If this sand is sufficiently thick in 
the Mule Creek field it may contain 
some oil, but it seems to becomé much 
thinner along the southwest flank of 
the Black Hills southeastward 
Newcastle, and at Edgemont, 
Dakota, it can scarcely be recognize: 


Irom 


South 


South of the Mule Creek field, on the 
east flank of the Old Woman anticline 
it includes four beds of sandstone, trom 
14 to 7 feet thick, separated by sani 


carbonaceous shale. 


The log of the Ohio Con pal y's pro 
ducing well shows that the lower 259 
feet includes 214 feet o } 
very sandy shale and that water occurs 

t 


t n 
L Sdlil 


in the upper part of the sandy zone. 
he nature and the abundance of sandy 
material and the depth at which the oil 
was reached do not indicate that the 
oilis coming from the sandstone in the 
lower part of the Graneros tormation, 
but rather from a deeper bed, possibly 
from the Dakota sandstone or some 
bed near it. 

The Midwest and the Sterling oil 
companies are reported to have recently 
reached the producing sand. The Mid 
west well is an offset to the Ohio Com 


pany’s producing well and is near the 
west line of Sect. 19-39N, 60W. The 


Sterling well is near the south end ot 
the western anticline, in Sect. 14-39N, 
OlW. 

Chere is no evidence in the Mule 
Creek field of an unconformity in this 
part of the sedimentary column. It 
should be emphasized that the bed 
which crop out at the Sterling ell ‘ 
probably from 350 to 400 feet strati 
graphically below the Sal tone t} 
crops out at the Ohio’s producing well 
near the top of the « cl 
Che nd in the tto the O 
Comp ny’s prod Cl \ Id 1 
reached in the Sterlit ( vel] 
ta depth of approxit te] 1.000 feet 
Oo that the reported 

the Sterli yy well 1 eit é t ert 
or that sand 
Stratigraphically t 
sand in the Ohio 

Considerable « 
been encounters 
sandstone, of carbo ; nm 4 
Old Woman anticli: 

{ ( 1-1 


southwest of the 





Would Exclude All Tank Cars 
From Proposed Pooling Legislation 


By Special Correspondent 

WASHINGTON, Oct. 27.—Elimina- 
tion of the word “emergency” from the 
provision of the Esch-Pomerene bill 
which gives the Interstate Commerce 
Commission authority to pool rolling 
equipment regardless of ownership, and 
changes in the language of the bill so 
as to exclude privately owned tank 
cars from the operation of the pooling 
provision, is urged upon Representative 
Esch in a letter by Fayette B. Dow, 
Washington counsel for the National 
Petroleum Association and the West- 
ern Petroleum Refiners’ Association. The 
letter, in part, follows: 

“The word ‘emergency’ was in the 
original draft of the car service act pre 
pared by the commission. I remem 
ber very well Senator Pomerene’s criti- 
cism that the use of that word would 
always raise a question as to what con- 
stituted an emergency or when an emer- 
gency existed. He understood clearly 
that this paragraph was intended to 
give the commission authority to act 
at once when a situation demanded it, 
without being required to hold a hear- 
ing and issue a report and order. He 
therefore suggested the use of the 
words ‘whenever the commission shall 
be of the opinion that necessity exists 


for immediate action,’ which are now 
a part of the act. The word ‘emer- 
gency’ is not found in the present car 


service act and I respectfully suggest 
that the present language is preferable. 

“The proposed amendments give the 
regulatory body during an emergency 
the authority: ‘to make such just and 
reasonable directions with respect to 
car service and the interchange and use 
of locomotives, cars and other vehicles, 
without regard to ownership, during 
such emergency as in its opinion will 
best promote the service in the interest of 
the public, and the commerce of the peo- 
ple.’ 

“The authority to require the inter- 
change and use of locomotives as be- 
tween railroads is a wise addition to 
the car service act. It has been shown 
during the past two or three years 
that occasions arise when certain rail- 
roads are short of power while other 
railroads have a surplus of power. The 
amendment would give the commis- 
sion authority to provide temporary re- 
lief. The same is true of railroad 
owned refrigerator cars. Fruits and 
vegetables are both perishable and sea- 


sonable. In general they must move 
either into consumption or _ storage 
when they mature. Otherwise there 


would be a great loss. The power to 
require the assembling of carriers’ re- 
Irigerator equipment in a given terri- 
tory to take care of the perishable 
movement, when necessity ' 
proper part of the car 
“The situation with 
vately owned tank 
different As I understand it there 
thought either in the minds of 
your committee or the 
Interstate Commerce Commi 
an amendment is necessary giving 
commission the right, du emer- 
gency or otherwise, to take the tank 
cars of one petroleum refiner and de 
them to the use of another re- 


arises, 18 a 
service act 

respect to pri 
cars is essentially 
s no 
members of t 


S1OT) 





ring an 


vote 








finer, or, in other words, to pool private 
ly owned tank cars. No one has sug 
gested a reason for any such authorit) 
or action. 

“I want to make at this point the 
unanswerable statement that the pe- 
troleum industry went thru the perio 
of the war, with all that period’s con 
gested traffic conditions, and with the 
output of American refineries abs: 
lutely essential to our army and navy 
and those of our allies, without tl 
pooling of tank cars. Could there b 
better proof that no such action in the 
future can possibly be necessary? 

“That the pooling of tank cars would 
be harmful to the petroleum industry 
and the general public has bee 
abundantly demonstrated to your cor 
mittee. If you are in doubt about tl 
it can be proved beyond question. 
have made a very caretul test of the 
views of petroleum refiners on t! 
subject and they are vigorously « 
posed to the amendment as it n 
stands. Whether that amendm« 
gives the commission authority to p 
tank cars in an emergency may 
open to doubt, but the refiners do not 
want the matter left in any do 
They want it made clear that 
authority is not granted. 

“If the amendment’ cannot 
changed by the elimination of part of 
the paragraph, above quoted, then | 
suggest that the words ‘as between rail 
roads’ be added so as to make it read 
as follows: 

““The interchange and use as 
tween railroads of locomotives, cars 
and other vehicles without regard to 
ownership.’ 

“This, I think, would make it reason- 
ably clear that the interchange 
use as between shippers of private tank 
Cars 1s not contemplated.” 


LEXINGTON, KY., Oct. 27. - 


partial settlement has been mads 
the suit of Townsend and_ others 
against Miller and others, by which 


a compromise is effected as to part 
of the big acreage covered by the 
gation, and orders have been received 
at Winchester and in the field releas 
ing the oil on this motion. Interest 
concerning which litigation is settle 





include holdings of James B. and Nel- 
lie Russell Hall; George P. Burke i 
Lizzie Burke; Russell Oil Comy 
and Monarch Vacuum Petroleum ( 
pany. Other actions pending have not 
been cleared up. 

The Western Petr eum Comy 
announces that it will open the 
distributing station at Lexington. 
next week his is one of a seri 
stations that the company has under 
constructior Kentucky. F. I. Mar- 
shall, formerly of the sales staff of 
compa! been sent to Tulsa, e 
he will t e charge of the com] 
office t ( VICE Capt. Jenkins 

WICHITA FALLS, TEX., Oct. 27 

I. I. Stal has sold 45 acres f 

ring | ‘lu p O 
the t extens 1 of I 
burnett pool for a_ considerati 
ported to |} e bee $500.000 
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Insure the Water Supply 
fo Your Drilling Outfits 


Plenty of water steadily furnished from the source of supply 
means uninterrupted operation. You know what that means 
to you. Here’s a combination that we have designed espe- 
cially for this oil field service. It is made up of our Famous 
6 H. P. “‘Z’’ Kerosene and Gas Engine clutch connected to a 
3 x 4 Duplex Pump and mounted on a steel base. 


The ‘‘Z’’ Engine has built-in oscillating magneto—throttling 
governor—and operates efficiently on kerosene or gas. 


The pump has brass lined water cylinders and pistons packed 
with square packing. Babbitted bearings. Valves are rub- 
ber discs with bronze seats—easily accessible. 


These outfits and an ample stock of their renewal parts are 
kept ready for immediate delivery by our distributors at 
points near your wells. REMEMBER—they are guaran- 
teed by Fairbanks-Morse Quality. 


airbanks. Morse OC. 






MANUFACTURERS 





i 


nes- Pumps- Motors - Hoists - Air Compressors - Fairbanks Scales- Sheffield Motor Cars- Stand pipes- Caaling Stations- Ete. 
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Structural Deformation And Its Relation 
To Oil And Gas In Eastern Kentucky 


HE a anage ag: rocks of eastern 
—aeannstige va those of the adjoin- 
ing sta West Virginia, have long 


been known to yPeseresth many anticlinal 
and synclinal folds. A number of these 
are in fact nothing more than continua- 
tions of folds which are well known 
named and mapped in West Vi a. All 
of these folds even westward as far as the 


Central Blue Grass section are probably 
the result of the same forces—strong crus- 
tal pressures exerted from the southeast in 
Post-Pennsylvanian times—that produced 
the major folding and faulting of the sis 


ter state of West Virginia. 17 late, littl 


or no attempt has been made to map thess 


interstate and associated structure I ist 
ern Kentucky. 

It is the purpose of this paper to show 
by sketch map the interlocking nat f 
some of the more important of tl : 
and present briefly their established rela- 

] ¢ 1 


tionship to the proven oll 
of this part of the state. The information 
presented in this paper is based upon data 


and notes taken by the author in the field 
during the summer and fall 17, and 
the full field season of 1918 


The area referred to is that shown 
the accompanying map, and is rough 
the quadrangular section enc 
Montgomery, Knox at 
Kentucky, and Mingo, 


West Vir 


A birdseye view of the geologic struc- 
ture of this part of eastern Kentucky 
throws into immediate relief I 


interstate features, (1) the Pine Mor 
Fault and Fold, and (2) the Irvine-Paint 
Creek-Warfield Fault and Fold. Each of 


these features occupies an outstandingly 
high structural position in the Kentucky 
sediments from which strata dip away int 
geosynclines in either directior \ closer 


examination of these flanking areas show 
them to be deformed into a great number 
of smaller folds of only local importance 
Occasionally small faults are found in this 
hose importance is directly compar- 

WwW h ich 


ctures 


area W 
able only to those pigmy stru 
adjoin them. Altogether these associated 
larger and smaller structures because of 
their location in the southern portion of 
the Appalachian oil and gas field have 
tated many difficult problems to both 
oil operators and geologists 

The fact that the surficial rocks are al- 
most entirely Pottsvillian—famous for 
their extreme irregularity has added to 
rather than le secned the stratigraphic and 
structural confusiot rthwestern 
part of the area ok the conglomerates 
of the Lee formation. These are adj in 1ed 
on the southeast by the sandstones, shales 
and coals of the Norton, lying as a yes 





tively narrow belt alons rtheas 
southwest line. Considerably over half t 
area—the southern and eastern part 
composed of that great succession 
sandstones, shales, impure limestones and 


commercial coals which make up the Wise 
or Upper Pottsville 

A number of the very highest points 
this latter area are capped by a relatively 


By Willard R. Jillson 
Kentucky State Geologist 


In the accompanying article, 
W. R. Jillson, state geologist of 
Kentucky, takes up the descrip- 
tion of the structural formation 
of the eastern portion of his 
state and shows the relation of 
these deformations to proven 
gas and oil accumulations. By 
means of sketch maps he shows 
the interlocking nature of some 
of the more important folds 
which he describes. 

The Pine Mountain Fault 
and Fold and the Irvine-Paint 
Creek-Warfield Fault and Fold 
are treated at length. Mr. Jill- 
son believes that a great many 
apparently excellent structural 
locations still remain to be 
drilled and redrilled from the 
shallow sands in eastern Ken- 
tucky. 


similz ir sandstones, shales 
ind coals which have been referred to the 
Alleghany formation. The Pennsylvania 
ediments of eastern Kentucky have never 
been differentiated and mapped, except in 
very small, restricted areas, so it is im- 
possible to outline more definitely the 
aerial geology of this section. 
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these exposed Pennsylva: 
unexposed representati 
Devonian, 


Underlying 
rocks are the 
of the Mississippian, 


Silur in 


4 


.) 


and Ordovician systems. This much has 
been confirmed by a large number of test 
drillings. Whether the Cambrian under- 
lies all of this area is not definite- 
ly known, as these rocks, especially 
in the southern and eastern’ regions 
are very deep probably in some 
tions over a mile below the surfa 
And what lies below the Cambrian in 

or any part of Kentucky no one knows 
in spite of the ten thousand oil well 
that have been drilled in the state. 


Structural Features In Detail 


The Pine Mountain Fault and Fold- 
of the two real mountains of elevatior 
Kentucky—lies partly 
“astern boundary of Kentucky and mar 
he limit of the discussion of this paper 
hat direction. It is essentially a 
verthrust fault in Bell and Letcher « 
ies which in going northeastward 
ike county passes in to a faulted fold 
large proportions as it leaves the stat 
its extension into Virginia. 

In Bell and Letcher counties it pa 
steadily thru simple and overturned 
clinal feasures into those of fracture 
overthrusting. Thru this sequence 
structural changes the extreme pres 
exerted from the southeast was grad 
decreased. The great significance of 
release of pressure will be appreciat 
it undoubte 


I 


when it is understood that 


marked the end of the development 
other smaller structures of 
During the 


the area 


time of the overturnins 
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’ & [ I ar fire at the Sta 1 Oi P G I Isla 
Saturday noon, September 13th, a : h 
acie¢ atiOr I n it s 
Foamite Firef tem. e | 
& ae & 
—Fire at its worst—meets its master 
T HE great oil fire, Long Island City, Septem- Thus, Foamite Firefoam masters blazing oil, the 
13th, marks a high point in the history most relentless of known fires, the enigma of the 
ing man’s most relentless enemy—FIRE! manufacturer and producer, the “total losses”’ of 


— - as ‘a the Fire Insurance Companies. 
te Firefoam—the Universal Extinguisher, 


tice to Fire, “‘You shall not pass! Foamite Firefoam is effective against every type 


of fire of every origin in every American industry. 


| } appe 7 ° ° os " 
appened: It floats on all inflammable liquid surfaces, coats 

Burning oil stored in huge tanks made a con- any and all burning surfaces—makes re-ignition 
tion acres in extent. Scattered through this impossible. It is fatal to fire! 


ng area twelve tanks protected by Fire’s 
master, Foamite Firefoam, with their con- 


were saved! Even the roofs of the twelve 
1! 


came through unharmed! 


Foamite Firefoam apparatus, approved by the 
National Board of Fire Underwriters, includes 
protective systems, both stationary and portable, 
for every fire hazard. 

_— Foamite Firefoam may be the means of a great 
saving to you. You owe it to yourself to look into 


On September 17th, two other tanks burning un- 
it at once. For your convenience and for quick ac- 


ked for four days were put out in twenty 


tes after a fresh solution had been applied. tion we suggest you use the coupon on this page. 


Foamite Firefoam Company, 200 Fifth Avenue, New York City 


Agencies in principal cities. 


foamive 








—— COUPON - a 


Foamite Firefoam Company 
200 Fifth Avenue, New York City 





Let me have full authoritative report on Standard Oil fire, 
Long Island City, September 13th, 1919, and information as 














to the nature and recent achiever of 7 amite Firefoam 
and full inilormation regarding the var types Of apparatus. 
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| 
| 
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the Pine 
to the break and overthrusting, man 
anticlines and minor faults were 
oped, with major axes angulating from or 
nearly parallel to the large structure 
This condition of somewhat widespread 
fracturing and sharp folding has appar- 
ently resulted in great damage to this area 
as an oil and gas reservoir, since to date 
no commercially successful wells have 
been drilled in this area. In Knox county 
the Artemus-White Mountain anticline, 
and in Pike county the D’Invillier anticline 
have as yet—tho with only a slight 
amount of drilling—proven dry. 

Second to the Pine Mountain 
in point of size, the Irvine-Paint Creek- 


Mountain Fold and just prior 
y small 
devel- 


structure 


Warfield structure( fault and fold) has, 
as is generally known, proven itself to be 
of the very first importance from the 


standpoint of oil and gas accumulation and 
recovery. This structure in its varying 
expression is largely a normal fault in 
the west with throw up to 150 feet. The 
fault proper extends from near Irvine 


east to the Big Sandy river, in John 
county. It crosses 


in part or in whole 
the counties of Estill, Powell, Wolfe, 
Morgan, Magoffin and Johnson. 

In Martin county this structure is a 
well-defined anticlinal fold which extends 
eastward into Mingo county of West Vir- 
ginia, and soon assumes a faulted condi- 
tion along or near its crest. Like the Pine 
Mountain fold this large structural fea- 
ture has smaller radiating and parallel 
structures adjoining it. It is these smaller, 


and sometimes almost imperceptible struc 


son 











tures which have proven the seats of Ken 
tucky’s most important oil and gas pools. 
These are (1) Station Camp, oil; (2) 
Irvine, oil; (3) Ross Creek, oil; (4) Big 
Sinking, oil; (5) Ashley, oil; (6) Campton 
oil; (7) Cannel City, oil and gas; (8) 
Paint Creek, gas, and (9) Laurel Creek, 


oil and gas, and (10) Inez, gz 


Minor Structures 


Between these two structures there are 
a large number of folds, much smaller in 
size, which have been prospected for oil 
and gas with varying results 


and Owsley counties there is an anticline 
with two dome-like humps on it which 
has proven gassy in Clay. In Owsley, 
just to the north, this structure shows 
both oil and gas. In Breathitt county 
there are five pronounced structures—two 
anticlines and three domes. Two of these, 
the Wilhurst or Frozen Creek Anticline, 
oil and gas, and the Cope’s Fork Dome 
gas, have been proven. The other three 
structures have not been tested either at 
all or adequately. In the southern edge 
of Wolfe county there is an anticline of 
rather small  proportions—ths Holl 

Creek structure—that has been proven 
drv. 

In Magoffin county, just east Lick 
ing river and sout f the Fault tween 
the Cannel City structt t Paint 
Creek Dome (gas). the snaeena 
known as the Roc} r : Ant 
cline that is as yet Sout st 
Salversville lies the Ivvton dome, a small 
somewhat nmetr ] r + 
ture which h heer I 
ville) to cor 1 1 OT 
ity black oil. In } t t 
least one structur t r . 
tan ‘ Vell { 
which on its east 
gassy 

In Floyd county t r tr 
tures the Prest 


(1) 
(2) the 


becoming well known 


seaver Cr 
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AND THE ADJOINING 
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Oil AND GAS PRODUCING FORMATIONS 


ADAPTEO FROM Fe 
71,V53.65., Sv 


las proven oil of small quantity in the 

or Berea “sand,” and the second 

is proven both oil and gas with a strati- 
from the Pottsville 


] 
wt 
Gow! 


range 
black shale of the Devonian. Berea 


to the 

oil and gas on this structure has been er- 
roneously reported due to faulty correla- 
tions. Pike county, as before stated, has 
t date—in spite of the D’Invillier 
inticline, which in its northeastward 


extension, passes into West Virginia 
as the Williamson anticline—proven un- 
productice. In Johnson county, south 
of the fault and closely associated folds, 


and with the exception of the Paint Creek 


( 


Martin county is crossed along its mid¢ 


l 
( 
& 
C 


field 
areas 


are 


|r 


I 


\ 
| 


a 


ine 


Pe 





lome, 


there is no other structure of rank. 
e 
ine by the Warfield structure, which pro- 
luced the famous Martin county or Inez 


field. Small shows of oil were en- 


te 
in 
1] 


ot 
ountered in some of these gas wells. 


North of the 
structure, in the relatively small 
enclosed within this paper, there 
only three structures of importance, 
nd all of these have proven productive. 
se structures are in Menefee and 
»well counties—just northeast of the Ir- 
section—(1) the Menefee anticline, 
and further to the northeast 
tagland anticline, in 
organ and Lawrence counties, 


y 
as 


Irvine-Paint Creek-War- 


aa, 


oil; and 








aurel Creek dome, oil and gas. 
Summary of Relationships 

Consideration of actual field conditions 
s outlined above establishes beyond a 
ubt a close relationship between geo- 
g structure and proven oil and gas 
reas in eastern Kentucky. 

ship may be expressed 

oil and gas occur 1 
uantities chiefly along ant 

t s ect ma e di 

: 1 basis of their s 

i nportance. (2) Gas 

d at est | ts 
re lly when the structures ar 

est | ts may e ( (3 ()i] 
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casionally due to geological conditions— 


(A) unconformable strata and (B) tight- 
ae 


ening “sands”—not apparent at the sur- 


face—the ‘‘pay” belt may be so low str 


confused 
(4) Dry h 

Kentucky, 
located in the known 


turally as to be with the ob- 


served sync areas. 


in eastern and 


usually found to be 
synclinal areas tho they may occasionally 
on—(A) faulted 


sharply folded anticlines. (5) The best 


occur high or 


and gas production is found without 
ception along the largest and n 
pronounced = anticlines. (6) The 


posite is true, that is, the smallest stru 

tures show no wells producing either oil 
or gas in important commercial quantitie 
(7) The best oil and gas production 

been developed along structures separated 
by wide synclinal areas, which apparent 
afford the source for the accumulat 


of the hydrocarbons. 


a 


A broad conception of the structur: 


this part of eastern Kentucky coupled with 
the known distribution of the oil and gas 


fields either wholly developed or in prog 
ress, suggests a definite sequence of eve 
These are: (1) The primal and simul- 
taneous development ot the Irvine-Paint 
Creek-Warfield structure and the |] 
Mountain structure, with an attending 
further uplift along the Cincinnati 
to the west. (2) The general concur: 
migration of the various petroleums a 
the Pine Mountain structure 


Irvine-Paint Creek-Warfield structur« 
t The secondary 








velopment intermediate st! 
structures t] synclinal strata 
: | +e see ¢ ; ~ 4 = me ++ 
only light petroleum pivoauctive capacit 
(4) The overturning, faulting and tl 
ing of the Devonian to Pennsylvania 
ents in t Pine Mountain area w 
produce ion of equilibriur 
the crvyst ‘es, and essentially 
minated the period of structural gr 
(5) ( tit final adjustment 
fron hyd rhons according to hvdr 
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We are equipped to 
tell you the exact 
quality of the oil you 
are using or contem- 
plate buying. 


Don’t work in the 
dark—a careful anal- 
now may save 
you expense and 
trouble later on. 


ysis 


Let us submit an un- 
biased report on your 
oils. Our analyses will 
give the exact infor- 
mation you need. 


Bic. CONSTAWy 


loge] i - 7-4, bd 


 42NowSt. NowYork 





Seaboard 


Oil 


Corporation 


Paraffine Wax 


HEAVY RED OILS 


AND ALL 


-ETROLEUM PRODUCTS 


ELEVEN BROADWAY 
NEW YORK 


























A COMPLETELY EQUIPPED PLANT |= 


New and modern appliances in all departments assure 
the production of 


OILS OF SUPREME QUALITY 
From High Grade Pennsylvania Crude ONLY. 
In addition to a regular and dependable line of 


GASOLINE—NAPHTHAS—ILLUMINATING OILS 
DEBLOOMED NEUTRALS—VISCOUS NEUTRALS, ETC., we are 
NOW MANUFACTURING 
ZERO COLD TEST NEUTRALS—BRIGHT STOCKS 
80 CLOUD TEST 300 OIL—ABSORPTION OIL 
124/6 SEMI-REFINED WAX 





OHIO V ALLEY REFINING Co. 


SAINT Marys West VIRGINIA 





























WHAT IS SATISFACTION 
WORTH TO YOU? 


USE 


White Eagle 


OIL PRODUCTS 








THOROUGHLY DEPENDABLE 


WHITE EAGLE OIL AND REFINING COMPANY 
WICHITA, KANSAS 


Lubrication Plant 
TOPEKA, KANSAS 


Refinery 
AUGUSTA, KANSAS 
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Slater’s Slater’s 
Boltless Turn Buckle 
Steel Deep 





Drilling 
Derrick 


Pumping 
Derrick 


SLATERS SYSTEM DERRICKS | 


Exalted over all others in the esteem of oil producers, because | 
this pumping Derrick has, in harmonious combination, all of the long- | 
sought service features: small initial cost, no up-keep; trifling cost | 

| 
| 
| 
| 











of ahaa smaller cost of dismantling. 

Slater’s Boltless Steel Pumping De rri ick makes an added claim for 
preference: shipment on same day order is received. This feature is 
an asset in itse iT to the oil pro jucer. Write for catalog. 


THE SLATER STEEL RIG COMPANY | 


Sixth Floor, Unity Building 


TULSA OKLAHOMA | 
Floyd A. Sanders, General Manager Guy P. Slater, Field Superintendent 
Andrew J. Miller, Treasurer Charles C. Fardon, Shop Superintendent | 


BRANCHES: Gorman and Cisco, Texas 
MOORE, KEIL & COMPANY, Exclusive Agents 
Wic hite 1 F alls and Burkburnett 
Addre ’ mail t Tulsa, Oklahoma | 














~ GrysTat On Works 


O1L CITY, PA. 


For over thirty years we have been supplying our trade with 
all products of petroleum, including the unexcelled lubricating oils 
for which Pennsylvania Crude is noted. 

Yet throughout all our years of service we have kept pace with 
progress, not only as reg sards refining processes but in our methods 
of oing business. 

We will welcome the opportunity of adding your name to our 
list of regular customers. 


























pee OIL FIELD 
EQUIPMENT 
eo sy 
Ss ! Driven Air Compressor 
Class GC 
~ ENGINEERING CORPORATION 4 
Qormerly BLAISDELL MACHINERY CO. 


Combination Gas Engine 
THE UNITED STATES & CUBAN ALLIED WORKS 
NEW YORK. : Z BRADFORD, PA. 





























Reader’s Letter On 
Harris Amendments 


H. C. Grenner, president of the Aut 
mobile Gasoline Company of St. Lou 
has sent the following letter to Na- 
tional Petroleum News, discussing the 
Harris amendments to the land le: 
ing bill recently passed by the senate 


By H. C. Grenner, President 
The Automobile Gasoline Company, 
St. Louis, Mo. 


“One of the two important Har 
amendments with which the land lea 
ing bill passed the senate provides 
that it shall be unlawful for any per 
son to own, directly or indirectly, st 
in more than one company producing 
petroleum or _ petroleum products 
when the companies, in which a com- 
mon ownership of stock would thereby 
result, are companies created in c 
formity with a court dissolution decree, 
or for the purpose of avoiding prose 
cution under the anti-trust acts. 

“This amendment, which, of cot 
would apply only to Standard Oil c t 


} 


a 


porati ion Ss, en nbodies one of a 
dozen or more recommendations 
mitted by the Federal Trade Commi 
sion after an exhaustive inquiry 
the prices of gasoline prevailing 
ing 1915 

“The inquiry was undertaken 
structions from congress to throw | 
on the remarkable fluctuations in 
price of gasoline in the year named 
The report setting forth the results 
of the inquiry is dated April 11, 1917 
five days after our declaration of war, 
and received but scant attention 
the time. Only now, two years and 
half after its publication, and nearly 
a year after the war’s close, is the 
public showing knowledge of its ex 
tence and is congress coming to 
appreciati on of the value of the reme- 
dies it suggests to afford ee 
the public and give equality of opt 
tunity in the oil business. 

“Since before the dissolution, under 
the equity decree, of the Standard Oil 
Company into several separate com- 
panies, no exposure, official or un- 
official, of the importance of this one 
has been made on the market control 
affecting petroleum products. It 1s 
a compendium of information on the 
workings of the Standard Oil system 
since the holding company was re- 
solved into its component parts 
in general effectiveness of dissolution 
as a method of attacking organized 
monopoly. 

“When the interests merged in 
Union Pacific, the Reading and othe 
companies, were demerged, diverse 
ownership of the stock in the c 
panies torn asunder was made obliga- 
tory. But no such requirement was 
imposed in the case of Standard Oil's 
more complete combine and in eight 
years the Harris amendment, not yet 
agreed to by the house, is the only 
serious attempt to impose it. : 

“With what went on during the first 
three or four years after dissolution, 
when Standard Oil was revising 1ts 
system, feeling its way and exempli- 
fying, at least at some times and in 
some places, a good conduct whereat 
the public was profoundly impresse¢ 
and moved to great admiration for the 
might of the courts in casting dow? 


on 
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They’ve Shown Speed on Every Track 


Standard Tank Cars have made record time on all 
tracks because they seldom have to stop for repairs. 
Excepting for unavoidable smash-ups, they stay 
out of repair shops because they are strong —and 
because they are carefully built. 


Standards are the most economical tank cars to 
use because they finish strong —because they come 
back on time for another flying start. 


Flag a fleet of Standards for your shipping. They 
have shown speed on every railway track because 
they are strong. 


Any of our offices will promptly furnish any par- 
ticulars, specifications, blue prints or engineering 
information you desire. 


Standard Tank Car Company 


Tank Cars Built, Repaired and Rebuilt 
PROMPT DELIVERIES 


OFFICES: 
New York St. Louis Chicago 
Woolworth Bldg. Arcade Bldg. Peoples Gas Bldg. 


WORKS: Sharon, Pa. 
Send for this Valuable Book 


**All About Tank Cars’’, 1919 edition, a complete guide 

for tank car users. Data includes all the detailed and 

general information lessees and owners should have for 

the most economical operation of cars. Mailed postpaid 
f to any address on receipt of price $5.00. 


STANDARD TANK CARS 


‘‘A Tank Car an Hour’”’ 
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P RODUCERS & 





EFINERS( ORPORATION 


OPERATING IN 

Oklahoma, Kansas, Wyoming, Texas and Louisiana 
REFINERS OF OUR OWN CRUDE 

Transported in Our Pipe Lines to Our 


REFINERIES AT 


Blackwell, Oklahoma 


Capacity 3000 Barrels Per Day 


Tulsa, 


Capacity 6000 Barrels Per Day 


SHIPPED TO YOU IN TANK CARS 


Oklahoma 








WE OWN AND OPERATE 






















General Offices 
DENVER, COLO. 
Mid-Continent Division Offices 
TULSA, OKLA. 












THEREFORE. 
‘A Dependable Source of Supply” 


FOR 


“Parco’’ Gasoline, Kerosene, 


Distillate, Gas Oil, Fuel Oil 


INQUIRIES SOLICITED 


Address All Correspondence Regarding Refinery Sales to 
nearest office. 


Producing Dept. Offices 


TULSA, OKLA., CASPER, WYO. 


LANDER, WYO. 
WICHITA FALLS, TEXAS 








trade autocracy, the report does not 
concern itself. It raises, on January 
1, 1915, the curtain that went down 
on Standard Oil activities with the 
signing of the dissolution decree, the 
triumph of right and the delivery of 
wrong, struggling impotently, into 
the hands of the law. 


“Not only scenery but action after 
this “lapse of four years” was striking- 
ly similar to those of the previous 
scene, whose close had led us to ex- 
pect a decided change in stage setting, 
cast and entire quality of show. 

“The report reveals that an invisible 
link may be just as strong as a visible 
one in uniting criminal corporations 
pursuing sinister ends. It showed that 
the Standard bund, which left the court 
room as a flock instead of as a single 
organism and was firmly resolved to 
lead a better life, speedily realized that 
a change in the form of the stock certi- 
ficate does not necessarily mean a 
change in ownership, control and 
policy. 


“Prices of gasoline were low at the 


beginning of the year. They fell still 
lower during the first half of the year. 
In fact the price in those areas and at 
those points was so low that some of 
the largest, best equipped refineries, 
to say nothing of smaller refineries of 
less elaborate equipment, could not 
under carefully ascertained tables of 
costs prevailing at the time produce 
gasoline at a profit and many closed 
their refineries. And the conclusion 
is irresistible that the Standard Oil 
Company of Indiana lowered its price 
of gasoline with the view of driving 
its competitors out of business. The 
trade commission’s report implies this 
deduction. 


“Perhaps no staple of large consump- 
tion ever showed such amazing 
equalities in price as gasoline in 
year, 1915. During ‘the period of 
general downward tendency, prices 
fluctuated up and down from month to 
month and from week to week. But 
a price map of the country at any par- 
ticular time during this period would 
have revealed a number of territorial 
divisions clearly distinguished from one 
another by the fact that prices did not 
go above a certain maximum in each. 
Fluctuations below their several maxi- 
mums in some subdivisions were many 
and marked, exceptional in others. The 
maximum of the subdivision where the 
highest prices prevailed was almost 50 
per cent greater than the maximum of 
the subdivision where the lowest prices 


prevailed. 

“One advantage about a price situa- 
tion so very complex is that it enables 
the cause of price changes to be studied 
under a great variety of circumstances 
If one factor is invariably found pre- 
sent and exerting a strong influence 
in a multitude of price changes brought 
about under a great variety of condi 
tions, the conclusion as to its constant 
potency becomes irresistible, which 
might not be the case were the price 
changes, on which it could be shown 
to have an effect, few and unimportant. 
Into those price fluctuations the com- 
mission conducted a most elaborate 
study and analysis, worthy of any one’s 
time, interested in the oil business, to 
peruse. 


“The prices of gasoline in 1919 show 
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h inequalities and such divergent 
es of increase in different sections of 
country as to be incapable of ex- 
nation merely upon the basis of 
erent costs of production or of 
nsportation or of local peculiarities 
supply and demand. As no other 
ncy apparently possessed sufficient 
er to produce such results, the 
lusion seems justified that the divi- 
of the country into Standard mar- 
ng territories and the absence of 
tive competition among the Stand- 
companies in the sale of gasoline 
ng those territories is responsible 
the inequalities. 


\ second Harris amendment to the 
g bill prohibits oil companies 
1 charging different prices in differ- 
parts of the country, freight rates 
other legitimate items of varying 
being equalized. Perhaps it would 
ipossible to make a stronger show- 
yn the need for this amendment 
is made in the report of the Fed- 
Trade Commission. As an ex- 
le we will take one Independent 
pany: it marketed gasoline in 22 states 
115, probably in more this year. An- 
marketed gasoline in 32 states. 


ut there is no Standard Oil Com- 
y which does business in more than 
tates and some of them in only two 
ree. Each flock of the 11 Stand- 
ompanies which were turned loose 
the holding company’s coop to 
ron a new and untried competitive 
r are confined strictly to carefully 
ribed territory. The Indiana 
lard has grown to be a giant com- 
le to its dissolved parent. 


he Indiana Standard has main- 
| the lowest prices since 1915 and 
in the deep cuts ever since. 


e author of the amendment, W. 
rris, was president of the Federal 
Commission in 1915 and devoted 
attention to the preparation of 
ederal Trade Commission report. 
las. since been elected United 
senator from Georgia. A _ third 
ly he suggested in the report still 
unacted upon. This is an act 
ing for the re-opening of the 
cases. This act should be 
1. The Standard interests own 
k in various so-called Independents 
if not enough to control, may 
nough to prevent too aggressive 
etition. The Federal Trade re- 
f 1915 publishes the fact that 
tandard owns 25 per cent in the 
Oil Company. Within recent 
great bitterness has been caused 
pical Standard efforts to obtain 
r advantage in the retail market 
pplying for a nominal charge, or 
pumps to the proprietors of fill- 


tations. 


least so far as the Standard is 
rned the dissolution method of 
has become a subject of public 
The eleven companies have 
ered mightily under the fostering 
ianship of the equity decree. They 
1intain sinister and unfair trade 
to the detriment of the oil 
Another day of reckoning 
be appointed; one would un- 
ily have come long ago but for 
ir They should again be 
ght into court to give an account- 
nder the exact terms of the dis- 
decree 









OF ALL 


SIZES 





Our experience of over 50 years in the designing, fabricating 
and erecting of all classes of steel plate work for the oil, steel, 
chemical and allied industries is at your disposal. 


Sharpsville Agitators, Stills and Condensers, like Sharpsville 
Tanks, are too well known to require further exploitation on 
our part. 


Ask for our figures on your next job, whether large or small. 


PSVILLE BOILER WORKS CO 


SHARPSVILLE PENNA 












Tidioute Refining Company 


Tidioute, Pennsylvania 


Our specialty is 


High Grade Petroleum Products 


Straight Run Gasoline 68-76 Gravity 
Wax Distillate and Steam Refined Cylinder Stock 











METERS 


“NIAGARA” 


Used by refineries and oil 
_ companies for loading and 
unloading tank cars, 
loading tank wagons, etc. 


Write for catalog 
and prices 


BUFFALO METER 
COMPANY 
Established 1892 
2889 Main Street 
BUFFALO, N. Y. 
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‘The House of Better Cans’”’ 
ST. LOUIS TIN & SHEET METAL WORKING CO. 
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WHAT’S 
WHAT 


-IN CHICAGO -\wao 






THINK 





By Special Correspondent 
CHICAGO, Oct. 26.—Sheldon Clark, 
the Sinclair Refining Company, as well 

wn in sporting circles as he is in the 
industry, and especially in the former 
ne of the foremost yachtsmen in the 
intry, has been chosen by the nominat- 
committee of the Lincoln Park Yacht 
to head the ticket as commodore for 
next season. It is expected that the 
gest season in the history of the or- 
ization is in store next year. Because 
is work in promoting yachting in Chi- 
during the last fifteen years Mr. 
rk has been chosen as the logical man 
ead the club. 


he General American Tank Car Cor- 
ation has two strong representatives 
members of the Chicago Jewish Relief 
nmittee for War Sufferers—Max Ep- 
president of the corporation, be- 

a member of the executive committee, 
David Copland, vice president and 
eral manager, being a member of 
veneral committee. Both of these men 
working hard to make the drive a 
ess, and Mr. Copland will be glad to 
ve subscriptions from any one who 
lined to feed the Jewish war suffer- 
Mr. Copland advises that the new 
being built to take the place of the 
lestroyed by fire recently is well under 


first man to register at the conven- 
unofficially was O. M. Anda, presi- 
of the Garden City Oil Company, 
ago However, the credit for be- 
first to register on Tuesday morn- 
registration bureau opened 
goes to H. E. Mills, of the 
Mills Oil Company, Syracuse, N. Y. 


eT the 


ness 


wing the close of the Independent 
Mens’ Association convention, the 
Independent Petroleum Associ- 
nade announcement of its com- 
tal convention. This will be held 
Chicago at the Congress hotel 

h 9, 10 and 11. However, it 
to announce any details of the 
plans that are in con- 
to Secretary Rey- 


18 


any 


ac¢ ording 


Willard, formerly in business for 
in the service overseas and 
connected with the Biery 
's offices here, expects to be locat- 


1 
later 


seventh floor of Lumber Ex- 
ut the middle of next month, 
will engage in business under 


ame, handling petroleum pro- 


n¢ ral. 


kerman, manager of the local 
he James B. Berry’s Sons Co., 
returned from a month’s trip 
d Oklahoma, getting back in 

nd the convention. James B. 

re during the week attending 

as was F. T Brelsford of 

\ new addition to the local staff 
pany is F. O. Bennett, formerly 
nion Petroleum Company at 


who for some time has 
with the Lakeside Petro- 
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WHEN YOU WANT 


GREASES 
SOAPS 
OR 


OMPOUNDS 


WE 
MAKE 
THEM 

TO 
SUIT! 


he 


THE 


MOORE OIL REFINING 
CO. 


CINCINNATI 


leum Company, has been appointed general 
manager of sales. A new man on the staff 
is Omar Michael, who will assist in the 
trafic department. For a number of 
years Mr. Michael has been connected 
with the Galena Signal Oil Company at 
Indianapolis, as chief clerk to Colonel A. 
M. Wilson, who is assistant to President 


C. L. Maguire of the Lakeside company. 
Owen T. Hulse returned late last week 
from an extensive trip thru Missouri, 


lowa, Illinois and Wisconsin, finding busi- 
ness very good. 


J. A. Anderson of Anderson & Gustaf- 
son, who has been spending some time in 
Oklahoma, returned to Chicago late last 
week and then left early this week to 
look after some urgent business at the 
Tulsa office. L. A. Stewart, in charge of 
the lubricating department, who has been 
under the weather for some time, has re- 
covered sufficiently to resume his duties 
with Anderson & Gustafson. Walter G. 
Johnson, who has been connected with the 
lubricating department of the Tulsa office, 
has been transferred to the Kansas City 
office in charge of the same department 
there. He was in Chicago this week 
spending his vacation. 


While most of the local oil 


men were 
too busy attending the sessions of the 
convention here this week to pay much 


attention to business, they report that the 
market has shown little, if any, improve- 


ment over the situation prevailing last 
week; in fact, gasoline seems a little 
weaker, both in demand and price, but 


fuel oil continues to become stronger, with 
indications, say some well known jobbers, 


of beginning a climb that will place it 
in the $2 class by January 1. Gas oil 


is showing surprising strength, having 
slightly increased in price and a stronger 
demand having risen with indications of 
continuing for some time. Kerosene is 


as firm as ever in both price and demand 


with the quantity arriving here being 
taken up as fast as it can be placed in 
tanks. 


W.A.Campbell Is 
Claimed By Death 


Staff Special 
TULSA, OKLA., Oct. 26.—Tulsa was 


shocked Thursday, October 23, when 
the news of the death of W. A. Camp 
bell, prominent oil man, was announced. 
Death came at 10 o'clock that morning, 
after he was removed to a hospital, fol 


lowing a stroke of paralysis, which 
overtook him while he was in the busi- 
ness section. 


Campbell was prominent in business 
affairs of the city, being 
holder in the Pennok Oil Company. He 
leaves a wife and three brothers, J. A. 
Campbell and C. W. Campbell, of Tulsa, 


a heavy stock 





and another residing in Ohio. The de 
ceased has lived in Tulsa for seven 
years, coming here from Marietta, OHIO 





Ohio. 
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SINCLAIR ILS 


Petroleum Products of Quality 


GASOLINE LUBRICANTS 
KEROSENE PARAFFIN WAX 
NAPHTHA FUEL OIL 
GAS OIL ROAD OIL 










SINCLAIR REFINING COMPANY 


111 W.Washington Case Avpress 120 Broadway 
CHICAGO ILL “Sorcorp” NEWYORK NY 
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REFINERY, TANK WAGON MARKETS 





Fuel Oil Possibilities Looming Large 


. UBMISSION to the International Trade Conference by the com- 
S mittee representing the oil industry of a report showing immense 
rtunities for profitable trade in American fuel oil with European 
ntries, especially France and Italy, and the prospect that trade direct 
Germany is actually getting under way in volume, were two out- 


iis 


\ eek. 


I 
g¢ developments in the petroleum marketing situation during the 


(he International Trade Conference, sitting at Atlantic City, also 
ved a resolution adopted by the Independent Oil Men’s Association 
nvention at Chicago, urging the conference to use its best efforts 


rmulating plans for stabilizing foreign exchange. 


The report of 


committee was drawn after the members had conferred on fuel 
rade possibilities with the representatives of France, Italy and Bel- 


Pennsylvania Cylinder Stocks Show Advance 


[here were marked advances 


during the week in Pennsylvania 


nder stocks and some grades of the neutrals, due to the inability of 


refiners to keep up with the demand. 


Gasoline generally showed a 


g¢ up tendency over the country, due to the approach of bad motor- 


veather. 


Some market authorities view the immediate future pessimistically 
rards gasoline unless the channels of foreign trade open up promptly, 
re are large stocks reported held at seaboard points for export 
e strike of longshoremen at New York has tied up its movement. 


Strikers’ Ranks Are Being Decimated 


lications were, however, that the ranks of the strikers are being 
ind it is expected the majority of the men will be back at work 


sene 


stiffening tendency. 


Penna. Cylinder Stocks 
At New High Levels 


By Special Correspondent 
[SBURGH, Oct. 27. 


Pennsyl- 


stocks, which for several 
been stiffening strongly, 
heavy demand and the re 


ply, the 


 } 


latter due to the 
the refiners to get crude 
eir plants running to capac- 


ll! new high levels during 
eek, with the certainty that 
lvance still further unless 
that is being held back is 
it by a new advance in the 
of the Pennsylvania grade. 


ls have reflected the up 
y to a considerably less 
fuel oil is in stronger de- 
slightly better price ten- 
week ago. The eastern 
themselves with practically 

r most products 
e is still strong but prices 
dency to ease off from the 
naintained for the past two 
While a large amount of the 
white is moving to seaboard 
rt, the fact that the dock work- 
e situation in New York is still 
ubtless has a bad effect on 

market. 


was strong over the entire country and fuel oil showed 


Gasoline is moving in about the ex- 
pected volume for this time of the 
year, the refiners some of the 
higher gravity products showing a 
stiffening price tendency over the 


say, 


figures ruling a week ago. Wax re 
mains dull although the situation 1s 
more hopeful and prices show some 


tendency toward 


stitfening. 


Sees Unpromising 
Gasoline Market 


Staff Special 
TULSA, OKLA., Oct. 26.—Walter 


Miller, superintendent of the big Cos- 
den & Company refinery in West Tulsa, 
has just returned to this city from a 
business trip which took him to New 
York City, and Miller is anything but 
optimistic over the gasoline situation, 
in spite of the fact that his general ten- 
dencies are to grasp the bright side of 
the happenings during lifetime. He 
says that the kerosene market continues 
strong and that there is quite a de- 
mand, but the gasoline situation is 
really alarming 

“Large stocks of gasoline have ac- 
cumulated at eastern refineries,” Miller 
said, “because most of them are de- 


pendent, in a large measure, on export, 
to place their outputs and these stocks 
are assuming proportions that will 
force action rizht away unless the ex- 
port market opens up. If it does not 
open up the refiners will be forced to 
solicit trade inland, and these exces- 
sive stocks thrown on the market will 
undoubtedly mean lower prices.” 

Miller is not alone in his opinion. 
There are many others in this section 
who feel the same way about it, and 
the fact that the same dope was given 
out at the Independent Oil Men’s As- 
sociation convention in Chicago was 
somewhat of a surprise. It is a fact 
that deserves the utmost consideration 
by every refiner. 


Kerosene Scarce 
At Texas Plants 


Staff Special 
FORT WORTH, Oct. 27.—Altho 


gasoline continues begging in the Texas 
markets, other refined products are 
scarce, particularly kerosene. Even fuel 
is stiffer, responsive to a _ condition 
where it is no longer possible to pick 
up quantities whenever and wherever 
wanted 

Since Texas fuel is marketed almost 
wholly to points within the state, or 
in the oil fields themselves for use un- 
der boilers at drilling wells, conditions 
surrounding the movement of this 
product are not common with the situa- 
tion governing it elsewhere 

Kerosene is practically unobtainable 
at Texas plants, particularly in the 
Wichita Falls refinery district, because 
of export contracts existing at prac- 
tically all the more important plants, 
covering for the most part their entire 
output. This is in contrast to the gaso 
line situation, which shows no improve 
ment 

Two additional pipe lines are moving 
Burkburnett light gasoline crude across 
the river into Oklahoma, the Empire 
and Texas companies’ joint line han 
dling crude to loading racks at Lawton 
pending the completion of the 8-inch 
carrier thru the Healdton It is not 
possible, however, to put 20,000 barrels 
daily thru the line because of limited 
loading rack capacity. Crude moving 
thru the Burk-Lawton Pipe Line Com 
pany pipe line also will give additional 
relief, the northern terminus in each 
instance being outside the center of 
railroad congestion south from Devol, 


Okla., thru Burkburnett to Wichita 
Falls. 
Slight improvement is reported in 


the handling of tank cars over the Mis- 
souri, Kansas & Texas Railroad via 
Ringold, and both the Santa Fe and 
Rock Island railroads are strongly 
commended by shippers for handling 
promptly movements reaching the two 
latter mentioned lines. The Texas & 
Pacific Railroad is complained against, 
however, and on October 21, 76 tank 
cars were counted on side tracks of the 
Texas & Pacific between Fort Worth 
and Dallas. Twenty-four of these were 
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a part of a 25 car train of empties en- 
route to Burkburnett, from Louisville, 
Ky. 
After reaching Shreveport it required 
eight days to get them out of the yards 
at the North Louisiana town. More 
trouble was encountered at Dallas, and 
they have been standing on the side 
tracks out of Dallas almost a week 
with no certainty when they wil Ibe 
moved. One of the 25 cars got lost 
from the train at Shreveport, leaving 
the 24 still together. 

Mention of the situation as regards 
this train load of empties is made 
merely as a concrete example. Similar 
conditions are known to shippers in 
numbers of instances, and there has 
been no great change from the con 
gested situation that followed _ the 
breakdown of government controlled 
railroads several months ago. 


German Trade Is 
Practically Restored 


By Special Correspondent 

NEW YORK, Oct. 27.— Little definite 
headway seems to have been made dur 
ing the week in the settlement of the 
local dock strike, but at this writing 
there have developed evidences of a 
break in the ranks of the men, and 
shipping interests believe the chances 
promising for the return of fairly large 
working forces within a couple of days. 
The expected enlistment of the war de 
partment’s authority, on the application 
of the United States Shipping 
for soldiers to man the board’s vessels 
has not yet materialized. 

Despite the continued serious restric 
tion upon general export activities 
there have been several significant de 
velopments affecting the foreign pe 
troleum trade situation. Of first im 
portance has been the clearing of the 
first bulk shipment to Germany since 
the beginning of the war, or more than 
five years. This comprised a cargo of 
3,000 tons, or approximately one mil 
lion gallons, of kerosene. It is under 
stood that several other bulk shipments 
of kerosene to Germany are being ar 
ranged, so that the restoration of the 
German petroleum trade may now be 
considered as practically established 

Apparently acceptable credit rela 
tions have been made, and the question 
of a sadly depreciated exchange has 
not discredited the covering of 
vital need as illuminating oil 

The record of New York exports for 
August contained the item of 3,900 gal 
lons of lubricating oil for Germany, 
the first direct shipment in more than 
five years. The lubricants are expected 
to keep a fairly close pace with kero 
sene in the early revival of German pur 
chases. The impairment of Germany’s 
coal resources during the war will rea- 
sonably work a big development of the 
fuel oil opportunities, while gasoline 
Prospects in Germany are shaping up 
more hopefully in the field of tractor 
service. On the basis of pre-war ship 
ments of kerosene to Germany tron 
this country, amounting to 
gallons in 1913, gallons it 
1912, 106,405,776 gallons in 1911. and 
101,890,625 gallons in 1910, the late ex 
port ot about one million gallons will 
play a comparatively small part in re 
lieving the acuteness of supplies, par 


t 
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Refinery Markets, All Products 


Following are the average market prices on the 
more important petroleum products in cents per 
gallon f. o. b. refinery in both Oklahoma and Penn- 
sylvania. These are actual prices at which the bulk 
of each product is moving from the refineries at the 
present time. Anyone having knowledge of different 
prices which have obtained on any considerable 
quantity of any of the products mentioned will greatly 
favor us by advising us at once. 

Prices effective Oct. 27. 


GASOLINE AND NAPTHAS 
Pennsylvania Prices Oct. 27 
18'4-18'4 
1834-19% 
.1934-20 
20% -20)4 


54 Naptha.. 

56 Naptha.. 

58 Naptha. 

60 Straight-run gasoline 
62 Straight-run gasoline 
64 Straight-run gasoline 23 
68 Straight-run gasoline................- 14-2434 
58-60 Blend, 450 end point 18% 
60-62 Blend, 440 end point 19 
62-64 Blend, 440 end point 19% 
64-66, 430-35 end point. . 19 % 


20 % 


15-15% 
15%4-15% 
.15% +16 

16-1634 
1634-17 
1734-18 
19 14-26 

21-21% 

17-17% 
-225%423 
18%-19 


50-52, 450 end point 

52-54, 450 end point 

54-55, 450 end point 

56-57, 450 end point 

58-59, 430-440 end point 

60-61, 400 end point 

62-63, 375 end point 

64-66, 365 end point 

Navy Spec. 140 I. b. p.-428 e. p 
80-84 Raw Casinghead 

68-70 Blend, 430-435 end point 
66-68 Blend, 435 end point 1834 
60-62 Blend, 435 end point 17-1714 
58-60 Blend, 440-450 end point 16 
74-76 Absorption Gasoline 21-22 


50-52, 440 end point 

52-54, 420 end point 

56-58, 450 end point............ 
58-60, 440 end point 

Navy specification 

72-76 Casinghead 

82-86 Casinghead............ 


BURNING OILS 
Pennsylvania 
45 Water White 
46 Water White 
47 Water White 
300 Burning Oil 


Oklahoma Prices O t.27 


40-41 Water White 
42-44 Water White... 
ee SNR oth widang ake waie nwa eee 


NEUTRAL OILS 
Pennsylvania 
200 Vis. No. 3 Assoc. Filt 
180 Vis. No. 3 Assoc. Filt 
150 Vis, No. 3 Assoc. Filt 


100 Vis. No. 2 Color 
200 Vis. No. 3 Color 
160 Vis. No. 4 Color 
200 Vis. No. 4 Color 
200 Vis. No. 5 Color 


CYLINDER STOCES 
Pennsylvania 
600 Steam Refined 
650 Steam Refined 14-28 
635 Steam Refined 26 


30-30% 


WAX 
Pennsylvania 
122-124 White Crude Scale Wax, N. Y., Ib. 4'2- 
124-126 White Crude Scale Wax, N. Y., Ib 


Oklaboma 
122-124 White Crude Scale Wax 


FUEL OIL 
Pennsylvania 
38-40 Fuel Oil 
40-42 Fuel Oil 
36-40 Fuel Oil 


32-36 Gas Oil 

24-26 Fuel Oil, per bbl., Cleveland delivery 
28-30 Fuel Oil, per bbl., Cleveland delivery 
30-32 Fuel Oil, per bbl., Cleveland delivery 
Fuel Oil, buyers’ cars, bbl 


34-36 Gas Oil 
32-34 Gas Oil 
30-32 Gas Oil 
24-28 Fuel 





TUNE 


ORUNTENERADATUONEUAADUALA ALGUNTOEN UATE EEE LUETE ETAT ACT 


Refiners’ 


Following are the average market prices for the 
week on the principal materials used by refiners and 
jobbers, f. o. b. shippjng point as effective Oct. 27, 
1919. 

Refiners’ Supplies 
Oct. 20 
25 cwt 
00 cwt 
85 cwt 
75 cwt 00 cwt 
Jobbers’ Supplies 

66c gal 65c gal 

1 2c Ib 10'4c Ib 

8%c |b 8%c lb 
2.75 cwt 2.75 cwt 

15¢ lb 15¢ lb 


Degras Oil 

English Degras 

Domestic Degras........ 

Chloride of Lime 

Horse Oil 

Lard Gil— 

Ex Winrer Strained... $1.82 gal $1.82 gal 

1.35 gal 
1.72 gal 


and Jobbers’ Supplies 


Oct. 20 
No. 42 gal 





Extri 
No. 2 Lard 
Tallow Oil 


Neatsfoot Oil— 


30 gal 
77 gal 


77 gal 
42 gal 
35 gal 
Menhaden Fish Oil....... 40 gal 
Whale Oil 1.40 gal 
Soya Bean Oil 17'<c lb 
*Rosin Oil, 1st run 88c gal 
*Rosin Oil, 2nd run 90c gal 
Linseed Oil........ 

**T urpentine 


Pi eiaktaeadue aaee 


Pine Tar— 

Kiln Burnt Oil, bbls 

Retort Oil, bbls 
*F, O. B. barrels, shipping point. 
**Savannzh, Ga., market. 
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When in the market for any of the follow- 
ing products: 


Fuel Oil 
Gas Oil 
Distillates 
Kerosene 
Naptha 
Gasoline 


Phone, wire or write our office nearest to you. 


We have cars and refinery connections 
which will serve you satisfactorily whether 
single car or train load. 


Acme Motto: ‘‘Do It Now’’ 
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(Continued from Page 100) 
ticularly as there have been no direct 
shipments from the United States since 
those recorded for the fiscal year end 
ing June, 1915, a total of 6,158,363 gal 
lons. Our trade with Germany is al- 
most entirely a tank shipment propos! 
tion, which has been scarcely affected 
by the dock strike. 

Another feature of the week bearing 
upon the export situation has been the 
call for a meeting of the petroleum 
committee of the Produce Exchange for 
today (Monday), at which the plans 
for the posting of export on 
kerosene, gasoline and fuel and gas oil, 
as furnished by the leading companies 
for eastern and Gulf ports and prob 
ably San Francisco, are scheduled for 
definite action. Practically all of the 
petroleum export factors have pledged 
their support of the movement to es 
tablish a representative foreign trade 
basis on the exchange, and it is only a 
question of going thru certain formal 
ties before the proposed work will have 
been consummated. 

Another purpose of 
the committee is the selection of a 
cessor of the late R. C. Veit, of the 
Standard Oil Company of New York 
It has been proposed that the commit 


prices 


meeting oft 


the 


tee membership be increased from five 
to seven, and favorable action on this 
is believed to be assured, probably by 


the choice of additional Standard men. 

Foreign interest in fuel oil is develop 
ing at a stirring pace. The yal 
houses state that these requirements 
are far beyond the capacity of available 
tanker tonnage, but there seems to be 
no question over the supply of oil. Ex 
port prices nd 


pNrincitT 
prin } 
t 
I 


for kerosene and ga 
the only products openly qu 
have undergone no change 
Another week has passed without the 
closing of petroleum charters. This 
finds reasonable explanation i1 
eral cargo vessel tie-up. Most of 
steam tonnage booked has been for coal 


1 


the ger 
fr the 


to European and South American des 
tinations, and rates have been firm for 
both prompt and future delivery. Sail 


tonnage has been in moderate demand, 


but with the scarcity of ilable ves 
sels, rates have maintained a steady 
course, 


Ventura Co.Scores In 
Overcharge Hearing 


By Special Correspondent 


LOS ANGELES, CAL., Oct. 24. 
Declaring that ‘“‘a more aggravated case 
of prejudicial and unreasonable treat 
ment would be difficult to find,” the 
state railroad commission has ordered 


the Southern Pacific, Santa Fe & Salt 
Lake railroads to repay to the Ventura 
Refining Company overcharges covet 
ing a period from January 1, 1916, to 
January 1, 1918, or until the lines pass¢ 
into federal control Che comn iSSi 
overruled the railroad yntention tl 
it had no jurisdictio1 er acts prior 
to federal control 

When in 1915 the Ventura comy 
started its shipments from the new re 
finery at Fillmore th ‘ , 
on the tariff sheets as a shipping point. 
so the Southern Pacific put in force the 
old joint rate that gave all three rail 
roads handling the business a slice of 


Crude Oil Situation In A Nutshell 


3elow is given the crude oil situation in this country in a nutshell, the fig 


used being those furnished by the U. 


fields east of the Rockies; California, which does not have the bearing on 


situation of other producing districts 


are in barrels of 42 gallons: 


August, 1919 
July, 1919 
August, 1918 

Crude stocks east of the Rockies 


were 


31, 1918, to August 31, 1919; decreased 3,705,000 barrels during August, 1919; incré 


5,742,000 barrels during July, 1919. 


Tank Wagon, Service Station Markets 


Standard Oil Company's service station and tank 
wagon quotations on gasoline and tank wagon price 
for kerosene in cents per gallon. 


Gasoline Gasoline Oil 
Tank Service Tank 
Wagon Station Wagon 
Oct. 27 Oct. 27 Oct, 27 
EASTERN POINTS 
PE WON 6 kx cecckwaes 24.5 26.5 16 
Baltimore, Md........ 22.5 24.5 14.5 
0 ST ere re 25.5 27.5 17 
Philadelphia........... 24.3 27 16 
PHOOUEE, Me Dcccvceces 23.5 24.5 14.5 
Atlantic City, N. J..... 22.5 24.5 14.5 
Po eee 27.5 17 
Byrecest, TeV o.os éees 23.35 27.5 1 
ree ees 23.5 25.5 16.5 
DI hoc cen ines 24.3 27 16 
ere 25.5 14 
Annapolis, Md........ 23.5 23.3 15.5 
Washington........... 22.5 24.5 15 
Richmond, Va......... 23 25 15.5 
oS ne 24 26 16.5 
a aa eee 24.5 26.5 16.5 
Petersburg, Va........ 22.5 24.5 14.5 
Burlington, Vt........ 25.5 27.5 17 
Charleston, W. Va..... 23.5 25.5 3 ..$ 
Keyser, W. Va........ 24 26 16 
Parkersburg, W. Va.... 22.5 24.5 14.5 
ee ee 24.5 24.5 17 
NS oc on enviecans 24.5 24.5 17 
0 ES ee 24.5 24.5 17 
Wheeling, W. Va...... 22.5 24.5 14 
Hartford, Conn........ 24.5 26.5 16 
Bridgeport, Conn...... 24.5 26.5 16 
New London, Conn.... 25.5 7.5 16 
PPO, Bc iikcvcsewe 24.3 2 16 
Wilmington, Del....... 24.3 27 16 
Augusta, Me.......... 25.5 27.5 17 
Portland, Me......cee. 25.5 27.5 17 
Providence, R. I....... 25.5 27.5 17 
MIDDLE WEST 
TEND ckcivévisens 21 23 14.5 
eee 20.5 22.5 14.4 
East St. Louis......... 21.5 223.5 14.5 
oe 24.5 24.5 15.25 
Crawford, Neb........ 24 24 17 
ONG TY. oc cccnccs 21.3 22.3 13.8 
9 cinaws ovens 22.7 23.7 14.2 
Ma ay ccsy aes pede ee 22.7 14.2 
eee 22 23 18.5 
oo ee ee 22.8 23.8 15.8 
_ ee 22.8 23.8 15.8 
Indianapolis........... 22 23 15.5 
Ft. Wayne, Ind........ 22 23 15.5 
Minneapolis........... 22 24 16 
Pipestone, Minn....... 22.6 24.6 15.8 
La Crosse, Wis........ 23.5 23.9 15.9 


is in effect here which 
deliveries of up to 
250 gallons; 


*A quantity fill price schedule 
makes the market 23 cents on 
100 gallons; 21 cents on 100 to 


*Plus 1 cent per gallon state 


road tax. 
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S. Geological Survey. They apply to all 
e 
this country, being excluded. Figures 
Marketed Consumed Stock 
. .25,199,000 28,904,000 104,186,000 
.25,185,000 19,443,000 107,891,000 
20,249,000 22,675,000 108,578,000 
increased 4,392,000 barrels from Aueust 
ed 
Milwaukee............ 22.1 23.1 15.3 
Madison, Wis......... 22.2 33.3 15.1 
Pree, G. TGR. 5. x ccie 25.1 26.1 17.2 
Sioux City, Ia... cece 21.9 22.9 15 
Des Moines, Ia........ 22 23 14.7 
ne ee 21.9 22.9 14.6 
Bismarck, N. D....... 37.3 28.2 19.2 
SOUTHERN POINTS 
Birmingham, Ala...... 23.5 25.5 15 
Mobile, Ala........... 22 24 14 
Fort Smith, Ark....... 23.5 25.5 14.5 
Little Rock, Ark....... 24 26 13.5 
Texarkana, Ark......... 24.5 26.5 14.5 
Louisville, Ky......... 24 24.5 1¢ 
Bowling Green........ 25 25.5 1 
re 23.5 25.5 16 
pe as 25.5 27.5 16.5 
Savannah, Ga......... 22.5 24.5 15 
New Orleans. La....... 22 24 14 
Shreveport, La......... 22.5 fe 13.5 
Nashville, Tenn....... 22.5 24.5 14.5 
Memphis, Tenn....... 22 22 13 
WI, OB ona vec caer 23.5 23.5 14.5 
ere 25.5 27.5 15.5 
Jackson, Miss......... 23 23 13 
Natchez, Miss......... 25 25 13.5 
Charleston, S.C....... 23.5 23.5 14.5 
Columbia, S. C......6 24.5 24.5 16.5 
ROCKY MOUNTAINS 
*Denver, Colo......... 24 26 16.5 
*Glenwood Spgs, Col... 27.5 29.5 20 
~~, o> ir 24 26 16.5 
Casper, Wyo.......... 21.5 2.3 13.5 
Basin, Wyo........... 23 23 15 
CG, WHO. vce cbiccn 24.5 24.5 16.5 
Lander, Wyo.......... 23.5 23.5 15 
ee 24.5 26.5 16 
Billings, Mont......... 25.5 26.5 17.5 
Butte, Mont.......... 7 28 19 
Helena, Mont......... 27 28 19 
Miles City, Mont...... 27 28 19 
Great Falls, Mont..... 27 28 19 
Salt Lake City........ 26 28 18 
Gti, WOR... os osecc 26 28 18 
Boise, Idaho........... 27.5 29.5 19.5 
FAR WEST 
San Francisco......... 21.5 21.5 12 
Los Angeles........... 21.5 21.5 12 
Portland, Ore......... 23.5 23.5 13 
Seattle, Wash......... 22.5 22.5 13.2 
Spokane, Wash........ 26 26 17 
Tacoma, Wash........ 22.5 22.5 13.5 
SOUTH WEST 
Oklahoma City........ 23.5 24.5 13.5 
Bartlesville, Okla...... 23 23 12 
eis vate 21.5 22.5 12.5 
El Paso, Texas........ 23.5 25.5 25 
Houston, Tex......... 22.5 24.5 15.5 
Galveston, Texas...... 24 26 16 
Fort Worth........... 22.5 24.5 14 
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Gasoline 


The Home Oil /\. 3\Refining Co. 


will manufacture during the 


next eighteen months approximately fifty 


million gallons of AUPE, straight run gasoline. 


With refineries strategically located jobber with an ideal source of supply. 


in Oklahoma, Texas and Pennsylvania 
—modern, efficient, high-power scien- 


tific refining methods—and adequate Ae, **° unlimited facilities place this 


organization in an enviable posi- 


service- making transportation 
facilities — the ARES, organization tion to serve every requirement of the 


furnishes the progressive marketer and particular trade. 


= 

Superior service, superior quality, = 
AGALD. export gasoline—in various grades—shipped from the eastern = 
seaboard to the Atlantic, and from the Mid-Continent field to the = 
Gulf—is an unusually satisfying product for the consumer = 
anxious to secure only the highest quality = 

= 

= 


petroleum derivatives. 








Gasolines 
Naphthas Offices 
Refineries Mineral Ft. Worth, Texas 


Fort Worth, uum" Tulsa, Oklahoma 
Singer Bldg., 


Texas Nee 
Distillat 
Se New York 


Yale, Tractor Oils 
Oklahoma nna es Four E. 28th St., 
New York 


Franklin Road Oils ; 
: Railroad Oils Franklin, 
Miners’ Oils 
Lubricants 


Pennsylvania . 
7 Pennsylvania 




















The 
HOME OIL REFINING COMPANY 


OF TEXAS 
“The Oils You Will Eventually Buy’”’ 





AATCC AHA 


TMM 
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Present Week Will Make History 
In National Fuel Oil Movement 


the 3,000,000 tons of bituminous coal 




















































By Special Correspondent 
NEW YORK, Oct. 27.—The current which will be displaced by oil in New 
week is destined to mark the most con- Enafesd this year, Providence alone 
crete developments for the cause of a ‘tf tele credit for cine Med ak the-aule. 
national fuel oil movement so tar es Mictinn Side to Geteedd to taatk the 
tablished. Of first bearing 


meeting on Wednesday o1 
proposed by the New York BE 
Appeals and Standards, wv 
able adoption the same day 

On Thursday the Committee on [1 
flammable Liquids of the National Fire 
Protection Association will mee 
William street to take up tl 
completing the rules on the same sub 
ject which have been under considera 
tion tor several weeks. A Sect 


; 
t ) 


Crude Prices 
Quoted by the predominating pipe line companies 
in each field. All prices are at the well in barrels of 


42 gallons. 


session will be given to the work lan. 14 Caddo heavy crude in Louisiana fields was 
necessary, and the greatest pressure reduced from $1.55 to $1.25 a barrel. Feb. 4 it was 
will be put upon their earliest adoptior again reduced to $1. 

The more alarming aspect of the bi Jan. 14 all grades of Gulf Coast crudes were re- 
tuminous coal labor situatior cted duced from $1.80 to $1.50 a barrel. Feb. 4 they were 
as a spur to the adoption ot ich 1 es reduced to $1.25 except Spindletop which stands 
on the storage and use of fuel oil and at $1.30. 
the building and installati Feb. 21 the price of Corsicana heavy was reduced 
burning equipment as may afford a rea 25 cents a barrel to $1.05, and Healdton crude was 
sonable basis for national guidance | reduced 25 cents to $1.20. 7 : 
the provisions lived up to by the Na March 22d all grades of Gulf Coast crudes were 

ar marked down 25 cents to $1.00. Spindletop was 


tional Fire Protection Associatior 


favored by the oil and building inter reduced 30 cents to $1.00. Caddo heavy was re- 


duced 25 cents to 75 cents. 


are reasonably assured of acce nce “ages 
as a fair and effective model by May 1 Columbia Gulf Coast crude em the new 
of the municipalities concerned in the West Columbia pool near Houston, Texas, was cut 
adoption of fuel oil on a large l oF Se Se Ca a or 

‘ ‘ a , ; June 10 the Standard of California advanced the 

rhe hearing before the board M price of 37 to 37.9 degrees gravity crude in all fields 
peals and Standards is expecte to from $1.57 a barrel to $1.63. Five cents a barrel 
bring out a greater determination ot additional will be paid for each degree above 37. 
the part of the oil and building inter Quotations on lower gravity crudes are unchanged. 
ests to effect further changes in the Sept. 2 the price of Pennsylvania crude advanced 
proposed rules, which, it is believed, 25 cents to $4.25 a barrel and Cabell, Corning and 
will assure a maintenance of well-e Somerset grades advanced 10 cents a barrel. 
tablished industrial customs, working North and South Lima, Wooster, Indiana, Illinois 
to the advantage of more dependabl and Princeton advanced 10 cents Sept, 8. 


EASTERN FIELDS 


supllies and markets. 
Prices 


The building interests ire relying 
upon such revision as will permit th: Oct.27, Jan. 1, Jan. 1, 
changing from coal to oil-burnins 1919 1919 1918 
equipment at a cost to justify the use Pennsylvania.... .+..-$4.25 $4.00 $3.75 
of fuel in the average sized apartment Cabell. . 2.87 2.77 2.73 
or private house. It is hoped tl ty  Woester, O........++-.-0. 2.99 2.58 2.58 
board will yield on the claims for Corning...... 2.95 2.85 2.80 
restricted storage capacity vhen the North Lima 2.48 2.38 2.08 
tanks are below ground and for the use South LAMA... sscccwess 2.48 2.38 2.08 
of concrete in their construct Indiana 2.38 2.28 1.98 
list of applications filed t ( Princeton. é he 2.42 2.12 
authorities for the installati SOMMETERE . « = age oo 
burning apparatus is said to be Ragland. ... ca flab se he gow i 
creasing daily and the leading prospec: Illinois. .... 2.52 2.42 2.12 
tive consumers are safeguard tl Plymouth 2.33 2.33 2.09 
requirements on a liberal le rt Canadian Petrolia.......... 2.78 2.48 2.48 
work of equipping the Sir » I 14 : MID-CONTINENT : 
for the change from coal Kans.-( Rn 4a Ge nia were e $2 25 $2.25 $2.00 
ported to be well unde: Burkburnett*......ccce: 2.25 . , 
= Rs cwees denen cneae 1.20 1.45 1.20 
Che booking of important fuel oil *Cut to $2 by Texas Compony, Oct, 1. 
contracts tor industrial i 
ity consumption gives repeat Rare TEXAS FIELDS 
mation ot the force the movement } ‘ ecm Tents " 
developed. Neo Sateen SE EOE ee $2 25 $2 5 $2.00 
ment has been the closing of a ae Henrietta 2.25 2.25 2.00 
by the Standard OF Cann ot N, Corsicana light 2.20 ie » 00 
York with the Narragar sett E] ee ey : es : as : pe 
Lighting Company for nn ad otrawn : - ; 25 2 00 
2,000,000 barrels for i ET Te OMe son eveensinceraveses a, oa | 
Ranger ee 3.00 
power plant, covering a oa Gulf Coast 
quirements, | his is Spindletop $1.00 $1.80 $1.05 
the largest fuel oil contr Goose Creek os 1.00 1.80 1.00 
commercial purposes Sour Lake ; 1.00 1.80 1.00 
A special committee Nat Humble eens ee 1.80 1.00 
Coal Association has est NR id go Ce os ot 1.80 1.00 


efforts of the Standard Oil Company of 
New York, Texas Company, Gulf Re- 
fining Company, Sun Company and 
Mexican Petroleum Company in mak 
ing Providence a fuel oil distributing 
point for New England by the con 
struction of large terminals 

Among other new converts which 
have committed themselves to contracts 
have been leading chemical, electrical 
paper, sugar, mining and smelting con 
4 


-e@rns 


‘aadeiaaa Crude Oil Quotations From All Fields 


Oct. 27, Jan.1, Jan. 1 
1919 1919 1918 


Saratoga ..... stars 1.00 1.80 1.0 
ee ' oe 1.00 1.80 1.00 
IN 5-6. x'bis ive ok Sieeas 75 1.00 


LOUISIANA FIELDS 


Caddo, above 38 . nen oreo $2.25 $2.00 
De Soto, above 38° 45 2.15 1 
Caddo, 35°... 2.15 2.15 1.9 
Caddo, 32° 2.10 2.10 1.8 
Caddo, heavy... 75 1.55 1.00 
Crichton.... Wen wewe eee b.ee 1.75 1.50 
WYOMING 
ee $1.85 $1.85 
ae 1.85 1.85 
Big Muddy.... ie ocattae 1.50 50 
Salt Creek... cok Se 1.50 
CALIFORNIA 


Effective June 10, 1919, Standard Oil Company 
offers the following prices for crude oil at the well 


SAN JOAQUIN VALLEY FIELDS 


14 deg. to and including 17.9 deg 


CN ios cnccsdesiune cee $1.23 per barrel 


18 deg. to and including 18.9 deg, 
1.24 per barrel 


GIOVIET cccccene 
19 deg. to and including 19.9 deg. 
gravity... ae 
and for each increase in gravity of 
one (1) full degree above 19.0 deg. 


1.25 per barrel 


gravity, up to and inclusive of 
36.9 deg. gravity, two (2) cents 
per barrel additional. 
37 deg. to and including 37.9 deg. 
SN ca dr edhtdoenskieds one wae $1.62 per barrel 
and for each increase in gravity of 
one (1) full degree above 37.0 deg. 
gravity, three (3) cents per bar- 
rel additional. 


WHITTIER-FULLERTON AND SANTA MARIA 


FIELDS 
16 deg. to and including 17.9 deg. 
gravity... song $1.23 per barre! 
18 deg. to and including 18.9 deg. 


~ 


de a dite & whores ata . 24 per barrel 
19 deg. to and including 19.9 deg. 
gravity... 1.25 per barre 


and for each increase in gravity 


of one (1) full degree above 19.0 
deg. gravity, up to and inclusive 
of 36.9 deg. gravity, two 2 
cents per barrel additional. 

37 deg. to and including 37.9 deg. 
gravity... 
and for each increase in gravity 
of one (1) full degree above 37.0 
leg. gravity, three (3) cents per 


barrel addit 
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yr the last 13 months for which figures are available. 
tates Geological Survey. é 
irketing companies east of the Rockies. 


Crude Figures Of U.S.Geological Survey 


Below is given a summary of the crude oil movement in the oil fields east of the Rockies 
The figures are those of the United 
They are based on returns from 200 pipe line refining and 
Figures are in barrels of 42 gallons. 


Marketed production figures include about 98% of the total quantities of petroleum 
tually brought to the surface, the remaining 2% being crude run to field storage. 













































Consumption figures are computed from marketed production and stocks and represent 
bout 99% of total quantities of domestic crude moved from the field and consumed, the 
mainder being oil used by producers for drilling and pumping. 

Figures as to stocks include about 95% of the crude above ground, the remaining 5% 
~presenting unmarketed oil in private field storage. 

Marketed Con- 
Production sumption Stocks 
Field 1918-19 1918-19 1918-19 
APPALACHIAN 

DE 0 i068 06:80 694.0:0:606486 660d R ONGC CEES AS 2,165,000 2,254,000 32,503 ,000 

NN a hice sc5bsacesiuctediencanaeyeenans 2,089,000 2,157,000 3,435,000 

i | PROUT TTT EET TTT CT TTT TT TTT ee 2,399,000 2,387,000 3,447 ,000 

NOVOIEE.. cccccccsccoccssces KSotdbederoowess 2,260,000 2,257,000 3,500,000 

DOORIIIGT 6 6 6 0:0:0:6.4.0:600656 0505000066508 0060008 2,408,000 2,204,000 3,704,000 

i aneccccdenepeuteseettneeanusrs 25,833,000 26,244,000 
Si EN «cis ssanuctucninakeedstiansaks 2,420,000 2,347,000 3,777,000 
I UD ons ncaccccnsdesnueabennsskeoen 2,185,000 1,993,000 3,969,000 
ii cictegckvcankeceenaptabiedaden 2,453,000 2,359,000 4,063,000 
RO, BPO 6 o.0.0:00:0606600 6665 0eneessesecdeesee 2,542,000 2,359,000 4,246,000 
MS 6 640090 90844068 548s SSR NOTED CREE Es 2,652,000 2,485,000 4,413,000 

I MEN wre vcehacsaneodsdeguantce~eseoseys 2,539,000 2,657,000 4,295,000 

FOR MN Ad cucadeadueseesanaieet neanene 2,671,000 2,600,000 4,366,000 

August, 8989. .<ccccrcevsvecessesseve=seesseers 2,474,000 2,755,000 4,085,000 

LIMA—INDIANA 
EET errr rr rr Tr Te iT eT TT 281,000 $20,000 1,357,000 
IN cies 00ts sawenenseees baeeenten dane 239,000 317,000 1,300,000 
CIEE, «oa: 0 625604055 60905069 0000600 00800500 242,000 177,000 1,361,000 
UNE cc sacirewnccagdatsapAurbid@inensss 237,000 260,000 1,208,000 
PEE ac cdsasdciunessdudenatenenadseuaees 246,000 298,000 1,156,000 
Pe ic kkscndhewssabaeinnsivcsenseeen 3,117,000 3,795,000 

OED, \cicdadenondcacadranneudsae ewes 271,000 246, 1,181,000 
EERIE BE TET 274,000 226,000 1,229,000 
ME TOD es wavered eCunaureeinainess 282,000 251,000 1,260,000 
eg: DETTUP OPTI LE rere ee 293.000 124,000 1,429,000 
DEAF, BSED. cccccccccsvesssecsseeseccveecioens 324,000 310,000 1,443,000 
FEE EE TALC BREEN 311,100 227,000 1,527,000 
0, CORRE IEE AS RIE 321,000 431,000 1,417,000 

\ a Sree 306,000 260,000 1,463,000 

LLINDIS 
EE ender en dasabetned st eewaneeaen sas 1,127,000 1,322,000 2,586,000 
PE. 3. dicakeeackh anne ceseweusaneeet 1,097,000 1,309,000 2,375,000 
NE aicsaccuwys sean edeoossessdeecsaule 1,145,000 1,343,000 2,178,000 
MANNE. ccsuucennedcotasuseecsssussaneuees 1,018,000 1,150,000 2,177,000 
PAGES cs secdssccducesorenw cis caccneraee 1,059,000 1,036,000 2,200,000 
yee re er re he er 13,403,000 14,897,000 

 SePrerererr ry Tr rrr Tr Tr Tr re 1,094,000 790,000 2,504,000 
ESE OLGA SERENE 940,000 418,000 3,026;000 
MM SOO sic dns <nnccnnescenaawneaaniaeas 1,166,000 580,000 3,612,000 
Fly RE 40.6064000460066 06500006 n 00 2b SOR SSS 1,008,000 797,006 3,823,000 
O_o 1,120,000 886,000 4,057,000 
SERENE Fe Dee 1,062,000 1,109,000 4,010,000 

NS is ckics SdateNdauewiaisd ocean tesa ete 1,106,000 843,000 4,273,000 
Ni ic eae ee we tee Ses 1,040,000 1,046,000 4,267,000 

el MID-CONTINENT 
ROE. 6.0:6:5:6:6.606:046005000090500686005000600% 13,931,000 15,906,000 92,135,000 
SemteMDSS 0c cccccccceeevecesccesovesceseooss 13,998,000 16,970,000 89,120,000 
el OSRORE . ccccccccecvesesoces err rrrTTrere re tr 14,988,000 16,985,000 87,095,000 
NOVOMIDEE cc cccececcoes iverebGee bes Gea esion es 13,784,000 16,692,000 83,275,000 
OORT 5 ov 6-05.00 90545406000 500 2b E048 RAO SOCS 13,115,000 16,343,000 80,047 ,000 
er er ee re te 168,085,000 186,677,000 
January, 8989. cccccccesece Libeekherennneeneee 15,027,000 14,822,000 80,252,000 
PUNE cc ncinkegusedssas pr eseanpecanebee 13,211,000 15,356,000 78,107,000 
EE ACSA AS. HG TRE ie Ee 14,629,000 13,553,000 79,183,000 
ADS, BDI. ccccvccescecussovcescusevesoreess 14,048,000 13,664,000 79,567,000 
May, 1919 ..ccoscrscvcevsecs $06060066000000060 14,492,000 16,407,000 77,652,000 
i ear a ee 16,613,000 13,754,000 80,511,000 
i Coss abie ieee ids beara 18,680,000 13,158,000 85,421,000 
kh SOND co npcseovcssepepaecasusessrebans 18,251,000 22,223,000 81,454,000 
GULF COAST 
MMMIED C35. cn gpulsaaauaneamantaiemn amas tee dere 1,814,000 1,871,000 8,093,000 
ES EE ARIES EAT HERE ME IE 1,884,000 2,424,000 7,549,000 
SE RECESS RE Re rye 1,866,000 1,699,000 7,970,000 
Ntsc ds auuikcns cd ebenuus eaueaneae 1,591,000 1,653,000 7,907,000 
IA DRE 6-6 66-3 06s adenkeneosbendseensnseesees 1,695,000 1,364,000 8,238,000 
Nh db hs se Garis dbenbsecdsenseees 21,785,000 22,101,000 
nT rer pre 1,630,000 1,340,000 8,528,000 
NN |” RRA Ra OT 1,441,000 1,103,000 8,866,000 
“hk | BERRY ARRS RRR Rate iOS eae Se 1,890,000 1,251,000 9,505,000 
ea lora ela as a ec celiac ite hiatal 1,843,000 1,272,000 10,131,000 
— | RRR eRe See Shain A rs 1,621,000 1,206,000 10,546,000 
Mca adh dnckas seeaiiseooMnias suena 1,521,000 1,228,000 10,839,000 
1919, .ccccccvscseseveese cevccccoee eee 1,766,000 1,186,000 11,419,000 
. 1919 SERRE ESE PM 2,044,000 1,549,000 11,914,000 
ROCKY MOUNTAIN 
MESS 2297s cuaheadaa ea eiabamnt eae’ 1,180,000 1,065,000 1,094,000 
MN 22. Gi nist olpeiguaeianknereieaea ees 1,092,000 1,184,000 1,003,000 
ER Ge EE ERE 1,197,000 1,235,000 964,000 
OS EIEN IRE REE ES 1,128,000 1,130,600 962,000 
I a did: s 66 056555540004056464000000b00se4 1,114,000 1,152,000 923,000 
We as bddeeatespecesneddstenanbens 12,617,000 12,209,000 
arre lee ee eae ern are 1,085 000 992,000 1,016,000 
NIE 6.05. Gcecaccndbsursaseueun teers 990,000 964,000 1,042,000 
Bh ORGS CLE ECR: 1,168,000 1,209,000 1,001,042 
FOP 664s cowed enéa need eteereeeneneseees 1,259,000 1,305,000 955 ,0OC 
A Se ne a 1,139,000 1,150,000 944,000 
LC Us cocusep near abestsmabaaae sin 1,131,000 1,108,000 967,000 
PES 5a 5 cuca woukeladouswinereenauness 1,253,000 1.225.000 995,000 
PRED aidieaxnavsnumias eawaracune 1,079,000 1,071,000 1,003,000 








Foreign Opportunities 











In the Commerce Reports of the past 
week, issued by the Bureau of Foreign 
and Domestic Commerce, the following 
trade opportunities appear of interest to 
oil men seeking foreign markets. In 
writing for further information, address 
the Bureau at Washington, D. C., and 
refer to the opportunity by the number 
given. Inquiry concerning each oppor- 
tunity should be made on a separate sheet 
of paper: 

30828—A firm in Egypt desires to 
secure agencies for the sale of greases, 
lubricating oils, and mineral oils. Re- 
ferences. 

30850—An import merchant in Ar- 
gentina desires to secure the exclusive 
agency for the sale of kerosene and 
other petroleum products. References. 

30872—A firm in Cuba desires to 
represent American firms which are not 
already represented in that field, for the 
sale of lubricating oils and greases. 
References 

30907—An agency is desired by a 
man in Italy for the sale of mineral 
oils and other American products. Cor- 
respondence should be in _ Italian. 
References 

30955—A commercial agent in the 
United States is about to return to 
Brazil, where he desires to represent 
American firms in the sale of lubricat 
ing oils. References. 


LEXINGTON, KY., Oct. 27.—The 
retail distributing plant of the Stoll Oil 
Company, this city, was burned, after 
the backfire of an engine caused an ex- 
plosion [wo tanks of gasoline ex- 
ploded, and for a time a large section 
of the city was endangered. Loss $40,- 
000. Two big oil tanks full of petro 
leum were saved. 

The Great Northern Refining Com 
pany is making rapid progress with its 
work on the large refinery, which it is 
building on the Old Frankfort pike, 
near this city. This plant will prob- 
ably be completed and open for busi- 
ness about November 15, and will have 
a capacity of 1,500 barrels a day. The 
company has installed 3,000 feet of 
track for the accommodation of its tank 
cars, and already has 15,000 barrels of 
storage tanks up. The equipment is 
modern in every way, the tanks being 
riveted and of the best type procurable. 
When in operation, this will be one of 
the most complete plants in the middle 
west. 


LEXINGTON, KY., Oct. 27.—The 
Sable Oil Company, with main offices 
in Lexington, has been incorporated 
here. The business will be “to prospect 
for oil and dispose of production, and 
to manutacture and deal in gas and oil 
fixtures.” The capital stock is placed 
at $200,000. Incorporators are James 
K. Duff, F. P. Mitchell and J. Keene 
Daingerfield, all of Lexington. 


Notice of a change of address has 
been sent out to the trade by the J. R. 
Battle Company, engineers. The com- 
pany has moved from rooms 1109-10 to 
rooms 804-5 Otis building, Philadelphia. 
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No Valves to Stick 
No Oil too Thick 











Heavy, Viscous Cils, Tar, Asphalt, etc., can- 
not be handled successfully by pumps with 
valves without an excessive cost for main- 


Foor] 


ROTARY OIL PUMPS 


are valveless. They positively deliver the oil at mini- 
mum cost for power and upkeep. 

ROOTS Pumps are built in all sizes, and for heads 
of 200 feet or less. 








Write today for bulletin 72 


P. H. & F. M. Roots Company 


Connersville, Ind. 
Chicago: New York: 
Peoples Gas Bldg. 120-122 Liberty St. 









































Claiborne Pipe Line © Refining Co. 


409 Levy Building (Independent) Shreveport, Louisiana 
MARKETERS OF THE 
HIGHEST GRADE CRUDE PETROLEUM PRODUCED IN 
LOUISIANA 


HOMER CRUDE PETROLEUM 


37-40° GRAVITY 


A high percentage of gasoline, kerosene and naphtha is obtained from 
this crude by refiners 
Loading Racks at 


Homer, Louisiana 


Pipe Lines in 
Claiborne Fields 

















Above Them All— 


—BENCO— 


Steel Barrels 


For Quality—Service— 
Dependability 
Shipping and Storage Barrels 
of all sizes and styles. 


Barrels meeting I. C. C. speci- 
fications No. 5. 





With our complete manu- 
facturing facilitieswe are also 
in a position to offer you un- 
usual values in 

Gasoline Faucet Tanks 

Oil Pump Tanks 
Oil Cans 
Transfer Pumps 
Garage Pumps 
Underground Storage Tanks 
Tank Wagon Cans 
and Paint Pails 





Write us today for Prices 


WILSON & BENNETT 
MFG. CO. 


6532 So. Menard Ave. CHICAGO 
Sales Agents: 


OHIO RIVER CO. 
29 Broadway New York 


V. P. PHILIPPI & CO. 
Memphis, Tenn. 








E. J. PUTZELL 
314 Hennen Building, New Orleans, La. | 
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Bureau of Mines Statistics on Refinery Production 


Output of Refineries in the United States for May-July, 1919, and total output for 1918, shown by Districts 
as compiled by the United States Bureau of Mines 


a 





W 

























W. Ohio, 
East Coast Pa., N. Y., Ind., Ill., Oklahoma Texas Colorado 
1918-19 (N.Y., Phila. E.Ohioand Ky. and and and and Daily 
and Balto.) W. Va. Tenn. Kansas Louisiana Wyoming California Total Average 
rude Run (bbl.)May... 6,095,454 1,812,692 2,549,916 5,288,522 7,024,791 1,056,816 6,439,036 30,267,227 976,362 
June... 6,389,623 1,735,649 2,080,071 5,046,590 7,034,825 1,153,957 5,480,049 28,920,764 964,125 
july... 6,753,411 1,833,503 2,654,687 5,346,946 7,510,211 1,126,343 5,977,421 31,202,522 1,066,535 
Total, 8029. ......+ 39,659,635 11,879,058 14,836,816 34,752,905 48,302,050 7,408,722 41,400,527 195,232,713 ..... 
SORE, BEB: «kan ss 64,119,528 18,804,510 22,184,148 60,805,183 81,733,167 11,913,125 66,454,969 326,024,630 893, 218 
e-run (bbl.) May... 642,804 187,788 1,127,892 986,430 614,106 516,752 645,148 4,720,920 152,288 
June... 619,519 121,028 507,005 680,944 739,785 491,863 831,865 3,992,009 133,067 
july... 392,066 148,446 835,458 355,932 547,614 539,759 943,682 3,762,957 121,386 
Total, 1919....... 4,470,176 1,116,030 6,127,160 4,850,915 2,619,186 3,645,773 5,110,434 27,941,674 ...._... 
TOtHh, 2986. 6.64 7,330,083 1,992,336 7,987,413 9,378,896 5,579,957 4,627,512 13,669,007 50,565,204 138,535 
Gasoline (gals) May... 67,238,792 25,149,027 52,725,304 83 450.632 69,887,313 21,340,900 34,680,409 354,472,377 11,434,593 
une... 63,103,531 21,669,372 59,634,838 75,429,248 66,130,421 17,767,128 34,602,447 338,336,985 11,277,899 
July... 69,410,487 23,441,136 52,595,882 73,520,621 65,487,653 18,727,814 39,308,164 342,491,751 11,048,121 
Total, 1919....... 456,172,345 157,365,141 321,144,814 506,232,641 428,345,299 137,282,768 239,088,486 2,253,644,462 |. 
Total, 1916. ...... 718,720,111 241,639,462 460,795,843 865,799,574 636,856,676 212,108,809 434,392,494 3,570,312,963 9,781,679 
ne (gallons) May... 62,134,146 17,258,051 18,473,590 33,410,005 42,184,721 3,142,100 13,742,413 190,345,026 6,140,162 
June... 61,560,627 15,575,094 8,314,045 28,982,747 44,851,573 4,671,841 15,018,297 178,974,224 5,965,807 
July... 62,988,760 17,186,014 14,846,288 32,641,500 48,741,261 6,817,526 22,505,940 205,727,289 6,636,364 
Total, 1919....... 378,722,819 110,648,020 116,585,534 220,079,992 297,123,057 31,187,732 107,127,513 1,251,474,244 ........ 
Total, BORG... <<: 485,559,229 136,951,334 187,070,255 415,222,396 435,281;246 62,695,223 102,580,454 1,825,360,137 5,000,987 
as Oil (gals) May... 97,676,163 12,638,729 54,379,640 113,680,636 157,115,755 22,909,486 202,766,329 652,166,738 21 ,037,637 
June... 109,886,293 12,413,819 39,533,139 110,611,686 160,047,039 24,713,320 175 000, 509 632,205 "805 21,073,527 
July... 106,910,064 15,056,182 39,784,721 104,289,190 156,665,813 23, 048. 540 191,530,959 638,185,469 20,586 628 
Total, 1919....... 631,474,776 92 406, 690 271, 766, 711 731,323, 824 1,046, 600, 057158, 576, 2041, 316, 476,1184, 229, 624 06s .. 
Total, 1918.......1,118,998,731 201, 775, 157 344, 497, 236 1,344,145, 229 1, 934, 441,119 243, 755, 9292, 133, 784, 1567 "321 "397 557 20, 058, 623 
snts (gallons) May... 21,184,158 15,948,471 11,041,285 11,634,690 10,005,279 167,708 6,460,661 76,442,252 2,465,879 
June... 20,490,501 14,739,920 4,064,492 9,343,638 10,085,495 156,206 5,756,301 64,636,153 2,154,538 
july... 22,147,148 15,021,807 8,326,118 5,391,043 10,241,334 261,262 5,648,702 67,037,414 2,162,497 
Total, 1919....... 146,385,431 101,409,471 60,353,231 64,374,963 61,638,551 1,577,764 41,302,216 476,941,627 |... 
Z0tm, 8908 ........ 257,412,655 182,864,252 97,460,092 109,876,505 123,258,451 3,653,559 66,940,253 841,465,767 2,305,386 
ix (Ib.).,.... May 13,438,127 8,004,393 7,590,029 4,574,749 5,410,293 254,239 232,003 39,503,833 1,274,317 
June 17,362,055 6,587,431 2,111,456 2,584,255 5,967,991 78,567 126,349 34,818,104 1,160,603 
july... 15,664,156 6,312,678 6,751,823 2,428,471 6,886,234 70,031 157,047 38,270,440 1,234,530 
Total, 1919....... 119,926,410 50,774,777 40,314,956 27,092,921 45,190,706 1,247,622 744,274 285,590,666 ........ 
Total, 1918....... 215,791,443 86,432,928 78,020,865 48,726,352 73,145,391 2,259,346 768,032 505,144,357 1,383,957 
ton).....May 18,382 1,812 14,750 5,498 8,207 SS See 50,998 1,645 
June 16,635 1,710 7,358 3,834 9,927 NE eae 41,362 1,379 
July 18,914 867 11,685 2,721 10,935 a... 47,009 1/516 
Total, 1999. ....5.. 153,158 10,373 77,180 33,558 71,619 14408 ..... 360,546 
Total, 1918....... 222,644 19,758 137,759 56,659 107,931 a Se oe 559,663 1 533 
Asphalt (ton)...May... 35,161 235 SEE cécvcenns SEY oe sivas 10,830 73,916 2,384 
June... 35,687 33 402 22 SED? gcc ekiintoe 15,745 73,165 2,439 
july... 37,930 64 Pe eee | 18,455 80,205 2,587 
Total, 1919....... 202,140 998 50,252 166 91,049 18 81,555 324,176 ........ 
Total, T9486... 202 270,172 2,900 71,942 10,434 145,887 40 106,593 607,968 1,666 
gal.).... May 4,293,499 7,260,183 10,815,475 7,273,491 25,378,040 14,380,523 31,068,952 100,470,163 3,240,973 
June 8,075,638 7,512,922 26,039,822 10,333,669 26,371,605 18,396,048 24,770,314 121,500,018 4,050,000 
uly 7,333,494 5,487,154 15,792,511 11,039,758 38,408,746 17,248,736 21,264,693 116,575,092 3,160,487 
ic, ee 45,609,603 43,187,045 76,630,996 54,924,783 193,521,520 115,926,480 197,962,072 123,761,499 ........ 
Fotal, 19568. ....:. 78,617,550 36,308,371 43,476,748 68,125,328 352,028,239 136,475,995 571,678,155 1,286,710,383 3,525,234 
bbl.)..... May... 395,677 95,680 205,566 247,051 237,944 82,506 154,103 1,418,527 45,759 
June... 406,445 109,946 142,257 170,746 260,974 68,311 157,069 1,315,748 43,858 
July... 357,160 154,598 215,775 282,206 289,939 57,767 143,539 1,480,984 47,774 
Total, 1919 2,359,647 740,948 1,214,822 1,585,004 1,601,388 458,917 1,023,629 8,984,355 ... ; 
Dotel, 19668 ....«... 3,631,988 1,187,926 1,890,377 2,525,447 3,019,166 732,931 1,568,790 14,556,625 39,881 
Stocks on Hand at Refineries at close of each month. 
Crude 
18 Oil Re-run Gasoline Kerosene Gas & Fuel Lubricating Wax Coke Asphaltum Misc. 
Bbls. Bbls. Gals. Gals. Gals. Gals. Pounds Tons Tons Gals. 
30. 15,222,401 1,373,740 270,072,011 397,804,012 583,777,918 132,923,478 190,953,158 22,005 74,955 466,887,345 
31. 15,749,771 1,300,018 297,326,983 380,117,829 659,001,357 138,853,574 199,657,542 22,605 76,858 477,783,740 
9 
31.. 15,380,185 1,088,264 383,212,692 332,393,181 646,411,414 158,370,431 189,064,329 28,732 93,027 483,942,833 
28.. 148205601 1,176,483 458,449,187 303,062,436 692,816,000 152,297,163 209,908,707 33,716 102,547 500,413,825 
31 15,106,361 1,121,963 546,062,429 294,677,623 749,067,806 165,495,254 235,588,922 37,642 113,949 468,035,524 
30. 15,184,844 980,597 593,616,170 276,356,837 807,895,498 170,.22,088 249,351,315 45,601 118,863 480,607,249 
31.. 16,372,314 781,644 594,035,688 244,635,631 788,740,572 173,754,109 260,137,244 41,677 121,524 485,574,251 
30 16,775,723 1,270,470 593,896,610 252,542,434 811,790,637 175,384,775 254,705,414 43,407 108,384 452,475,704 
3] 15. 304,915 1,034,976 514,919,358 279,855,061 817,809,519 173,884,303 255,207,227 40,194 98,372 479,127,372 
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] D h S G r nN Interests? Extensive held operations are ul 

Roya utc e€cures erma . way in Transcontinental Oil. Fra 

M. Kiser and a crew of drillers w 

5 : , eee, equipment for six wells, reached B 

~ NORMOUS extension of the resources and scope of the Royal ranquilla, Colombia, S. A. Thured 

k. Dutch interests is indicated if a report current on the stock exchange the company has launched operati 
during the week is true. The report, which emanates from London, is 

to the effect that after long negotiations two of the big German oil con in the latter state being an offset 

ne Tl EE ES ER ines and operations in "¢ Shryock 1,000-barrel producer 

war had extensive holdings and oper the Elbing pool, and in Texas t 






















in Louisiana and Kansas, the first 






panies that before the 








1.4 } h iT re ' 2 1 al, 1 . . 
Galicia and Rumania have sold their interests in those fields to an are under way on the Edwards plat 
international group under Royal Dutch domination. The No. 1 well in Edwards county 


down about 2,000 feet, and the fort 
tions so far passed thru have been reg 
lar and the same as in the Duke p 





Transcontinental Stock Sets New High 









Stock of the newly formed I ranscontinental . il Corporation was farther north Geologists are pred 
exceedingly active both on the New York Stock Exchange and on the ing the discovery of oil in this fiel 
Pittsburgh Curb. The trading amounted to nearly 100,000 shares dur- Late reports say Transcontinent 
ing the week and the stock reached a new high of 614%. The activity has brought in an 800-barrel well 


a 1,400-barrel well at about 1,750 f. 
in Muskogee county, Okla. Original 






and stimulation of the price was credited to the report that about 80 per 







cent of the stock of the company has already been sold. 4 consisting of the Riverside Eastern 
Anglo-American was the feature of the week among the Standard and Riverside Western Oil compa 
Oil group of securities, reaching a new high for the year when sales Pittsburgh-Texas Oil & Gas and 


re made at 30. The ca t Tex-Penn Oil Company (which owns t 
ee : : ed tamous Duke well in Comanche count 
need of petroleum testo ; the Transcontinental Oil Company 
American shares during the week was understoc rd to be for account ot acquired refineries at Fort Worth 
British investors. other centers, including the latest 

‘ ois: : ‘ chase, the Merry Oil & Refinery 
Mexican Companies Stock is Active Oklahoma, so that the company is 

. *,* - 1 rs -“r - 7Ct1 lair y iff ren fro1 h; it was whe! 

securities ol the oil con panies operating in Mexico were active dul! sheet oe a 
ing the week and prices were up Me x1can Petrol um was the leat sig George H. Flinn, vice president 
in the trading and set a new high, sales being made at 25834. Atlantic w the Arkansas Natural Gas Comp 
Gulf was another company whose stock showed considerable activity) who has just returned from Louisi 
and gains. The big trading in securities of the Mexican operating com the rerher - va toma Company 
‘ gi ; aap : ; ‘ withheld the drilling-in of severa 

Agate Se Ea { xIC:; big deman¢ z 
panies is due to the gene ral beliet that Me xican oil, now in bis deman y a iat enaiia set etme 
will be still more sought after w hen the big seaboard refineries now made to take care of the oil Mr. F! 
building or projected are completed. Already many ot the big coast states the Arkansas company is bu 

S j - ; . Sah - EP “ee , ¢ 

ylants are running on Mexican crude to keep up with the demand for oil. 1™g a 4-1nch line to Minden, La., to t: 
pl: “4 care of its oil by tank cars and 
ordered six 55,000-barrel tanks to 


re of the balance temporarily. 
Mr. Flinn arranged, on behalf 


se of the stimulation is taken to be the grea 


in Great Britain. Heavy buying of Anglo- 
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~ : ° Riverside Western Oil common in 
Transcontinental Hits canbe ak ance neinia ts OHA. 4 née Booth & Flinn, Ltd., to, build at 
. . , ae of ae SAY el ieee e inch line from omer and Bull Ba 

1i0n igh record. Marland Refining wa “gn sank i 
New High Quotat O quite active on the regular board. while I elds, Louisiana, to Houston, : ex 
Guffey-Gillespie Oil and Duquesne O11 the Sinclair Consolidated Oil Compa 















= ane “i a )pera led the petroleum issues which are 4 etamet 0 275 a a 
PITTSBURGH, ~ so Per ~~ handled on the curb. Attention has 0©f 20,000 barrels per day. Phe 
tions dn oil stocks continued L tive 5 etn drawn to Sélt Crock Consolidated. struction of this line will be cor 
the Pittsburgh market during the trade 1 Wyoming proposition, in which Mid menced at once and will enable 
week, but price changes eee er west Refining interests are said to be \rkansas company to dispose ot 

rather narrow limits with several ex ictive oil to the Sinclair company. 






ceptions. 












Transcontinental Oil attained a new 
peak of 61'g in the East on intorma 
tion that the underwriters already had H Fibl & C 
distributed SO per cent \f the Stor k ouston, ] e 0. New Booklet on 


poo ward hag ogi pi cine d th, t oii yf MEMBERS ‘ 
the Desdemona N. Y. STOCK EXCHANGE Standard Oil 


the company’s wells in 




















field was showing salt ter. a re 

port, however, which lost much of its || CHICAGO BOARD OF TRADE 
force when it became |} n that tft 

faulty well was a wildcat” propo 
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more than double par, 
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the Beggs district, Okm ilgee « uaty, 305 Boston Avenue 

wage Tage rage ge ttt: ee Tulsa, Oklahoma Dealers in Standard Oil Securities 
e ay sane < oI tee itter 

three feet in the sand it was flowing 25 Broad Street New York 





at the rate of 50 barrels an hour. The C. D. Crotchett, Manager 
upturn in Transcontinental Oil aide 
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Staff Special 
WICHITA FALLS, Oct. 26. — In- 


poration under the laws of the state 
Delaware of the Panhandle Produc- 
and Refining Company, a holding 
poration, will not affect the local 
rations of the Panhandle Refining 
Company, it is announced in Wichita 
Is The holding corporation, with 
authorized capitalization of $4,000,- 
eight per cent cumulative sinking 
preferred stock with par value 
$100 and 200,000 shares of common 
no par value, will control besides 
Panhandle Refining Company other 
perties as follows: 
rojan Oil Company, the properties 
rated as Brown & Jones and Roy 
Jones, trustee, the 6666 Oil Com- 
y and the Panhandle Boiler & Ma- 
ne Shop. Roy B. Jones will be 
sident of the holding company. He 
lso the leading spirit in other com- 
ies, or units, heading most of them 
president. 
letter by Mr. Jones, in connection 
this financing, announces that it 
combine settled production of 
e than 1,500 barrels daily and an 
ated flush production of more than 
} barrels daily. The company will 
either in entirety, or an operat- 
ontrol, more than 20 leases cover- 
ibout 1,000 acres in Wichita county, 
as, including 40 acres in the Burk- 
nett northwest extension district, a 
third interest in a 22-acre lease in 
same field, 81 acres in Cotton 
Okla., together with about 30,- 
cres in undeveloped territory of 
nd Oklahoma. 
5,000-barrel daily charging 
refinery of the Panhandle Re- 
Company at Wichita Falls is a 
property, together with a 
head gasoline plant, eight miles 
of Burkburnett, handling 750,- 
cubic feet of gas daily, and another 
ghead plant at Electra of 350,000 
feet capacity. The Burkburnett 
includes, in addition to stor- 
facilities, nine miles of pipeline. 
nt storage capacity now owned 
to 230,000 barrels, and under 
rger into the holding company 
increased to more than 


the 





ill be 


jones’ letter points out that the 
y's properties, including net 
are conservatively esti- 
to have a present value of more 
$8,500,000, or more than twice the 
of the preferred stock issue. 
making allowance for interest 
which will be eliminated by 
cing, he points out, the earn 
before depreciation and taxes, in- 
g federal taxes, for the twelve 
ths ended December 31, 1918, were 
for the twelve months 
June 30, 1919, were $1,951,148.57, 
six months ended June 30, 
$1,183,976.50. 


issets, 


663.28: 


preferred stock is to be con- 
common stock at the 

the holder in the ratio of 
res of common stock for one 
preferred. For the retirement 


¢ into 









preferred stock there is pro- 
sinking fund amounting to 
cent of the net profits after 








Panhandle Incorporation Will Not 
Affect Company’s Texas Operations 


preferred dividends, but not less than 
$400,000 a year, until the preferred 
stock is reduced to $3,000,000; similarly 
thereafter 25 per cent of the net profits, 
but not less than $300,000 a year, until 
the issue has been reduced to $2,000.- 
000 and likewise thereafter 25 per cent 
of the net profits, but not less than 
200,000 a year, until the preferred stock 
has been retired. 


Announce Officers Of 
Mexican Seaboard Oil 


By Special Correspondent 
NEW YORK, Oct. 27. — Arrange- 


ments for the financing of the Mex- 
ican Seaboard Oil Company by Sinclair 
Consolidated Oil Corporation and Og- 
den Mills and the personnel of the of- 
ficers and directors of the company 
have been announced. The officers are: 
President, Harris Hammond; vice presi- 
dents, A. E. Watts and F. N. Watriss; 
secretary, J. A. Murphy; treasurer, R. 
D. Hanna. These officers, together with 
Ogden Mills, R. C. Bulger, Theodore 
Schultze, Jr.. and Mark L. Requa, form 
the board of directors. 

An advisory committee to the board 
of directors has been created, consist- 
ing of John Hays Hammond, Ogden 
Mills, Harry Payne Whitney, H. F. Sin- 
clair and Harris Hammond. 

This new company, organized recent- 
ly under the laws of Delaware, with 
1,000,000 shares of no par value author- 
ized, owns all except a small percentage 
of the outstanding stock of the Inter- 
national Petroleum Company of Maine, 
which for years has been one of the 
largest holders of oil lands in Mexico, 
and which now has producing oil wells 
in the light oil territory, estimated as 
capable of flowing about 100,000 barrels 
of crude oil daily. 

The company’s Mexican holdings ap- 
proximate 150,000 acres, most of which 
is in the light oil district. One of the 
most important holdings is the Teteco 
lease in the state of Vera Cruz, con- 
sisting of about 6,500 acres lying di- 
rectly north of and contiguous to the 
Cerro Azul tract, on what is estimated 
to be the biggest oil well in the world. 

The management believes that the 
possession of large producing wells and 
extensive proven and reserve territory, 
together with adequate financing for 
pipe lines, terminals and other facili- 
ties, should soon place the Mexican 
Seaboard Oil Company in the ranks of 
the largest shippers of petroleum out 
of Mexico. 


The White Eagle Oil & Refining 
Company declared an initial dividend 
of 50 cents per share, payable October 
10 to stockholders of record September 
30. This company, recently formed un- 
der the laws of Delaware, is a consolli- 
dation of former producing, refining 
and marketing companies, including the 
White Eagle Petroleum Company, Tex- 
homa Petroleum Company and _ the 
Petroleum Company. 


Winters 


Sinclair Offers New 
Stock At $60 Share 


By Special Correspondent 

NEW YORK, Oct. 27.—Announce- 
ment has been made that stockholders 
of the Sinclair Consolidated Oil Cor- 
poration will be allowed to subscribe to 
a new 900,000 share issue of stock at 
$60 a share up to 30 per cent of their 
present holdings. 

The official statement of the company 
says: 

The offering has been underwritten 
by a syndicate at $60 a share, the cor- 
poration agreeing to pay to the under- 
writers a commission of 5 per cent, or 
$3 a share, for such underwriting. As 
the number of shares involved is up- 
ward of 900,000 shares, the amount 
which will be received by the corpora- 
tion after paying the underwriting com- 
mission will be in the neighborhood of 
$50,000,000. 

Payment for the shares must be made 
not later than November 1, 1919, and 
subscription rights which have not been 
exercised on or before that date will ex- 
pire. Stockholders of the three constitu- 
ent companies (Sinclair Oil & Refining 
Corporation, Sinclair Gulf Corporation 
and Sinclair Consolidated Oil Corpora- 
tion of New York), who have not yet 
exchanged their old certificates for the 
certificates of the new corporation, will 
have the same subscription privilege as 
those who have already made the ex- 
change. 


Offer SO. New Jersey 
Preferred Stock At $112 


J. P. Morgan & Company, New York, 
announce they have acquired and offer 
at $112 per share to yield 6% per cent 
shares of the $98,338,300 cumulative 7 
per cent non-voting preferred stock of 
the Standard Oil Company of New Jer- 
sey, recently offered to the common 
stockholders for subscription at par. 

The issue is callable as a whole at 
the option of the company after three 
years from the issue thereof on any 
quarterly dividend date at 115 and divi- 
dends. Preferred as to dividends and 
in case of liquidation or dissolution en- 
titled to par and dividends before any 
payment is made on any other stock 
of the company. Dividends payable 
Q.-M. 15. 

Net quick assets, December 31, 1918, 
amounted to over $300 per share of 
preferred stock and total net assets 
amounted to over $562 per share of pre- 
ferred stock. The common stock has 
a present market value of about $670,- 
000,000. 


A total of 151 new oil companies have 


filed articles of incorporation with the 
Wyoming secretary of state during the 
first nine months of the present year. 


The total authorized capital involved is 
$170,234,700, a decrease of 16 incorpo- 
rations and an increase of $95,464,700 in 
capitalization, compared with the same 
period in 1918. Foreign oil corporations 
filing articles in Wyoming in the nine 
months of 1919 numbered 31, compared 


with 27 in 1918. 
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Caddo Oil & Refg 
Cal. Petroleum 
Mex. Petroleum 
Ohio Cities Gas 
Okla. Prod. & Refg 
Pan. Amer. Pet 
Pierce Oil 

Royal Dutch 
Sinclair Consol 
Texas Co 


Transcontinental 


Cities Serv. Bankers 
Commonwealth 
Continental Refg 
Cosden & Co 

Elk Basin 

Federal Oil 
Glenrock Oil 
Guffey-Gillespie 
Houston Oil 

Home Oil 

Int. Petrcleum 
Invincible Oil & Refg 
Island Oil & Trans 
Marland Refg 
Merritt Oil 
Midwest Refg 
Ohio Ranger 
Pennok Oil 
Phillips Pet 
Pitts.-Tex. Oil 
Prod. & Refiners 
Sapulpa Refg 

Salt Creek Pred 
Shell Trans 

Simms Pet 

White Eagle 


Barnsdall Cer 


U1 tural G 
Al lic ( 
Atlant I 
Duquesne (¢ 
Gult Oil Cer 
Guftey-Gilles] ( 
I 
kK County G 


Mexican Panuco 
Mexican-Wy 
Omar Oil & Gas 


ming 
Pittsburgh-Texas Oil 
Salt Creek Cons 
Skelly Oil 

States Oil 

Tropical Oil 

*New high record 






*Pounds Sterling 
Arka Natur G 
Arkansas Nat. Gas pftd 


Columbia Gas & E] 
Lone Star Ga 

Man. Light & Heat 
Marland Refg 

Ohio Fuel Oil 

Ohio Fuel Supply 
Oklahoma Nat. G 
Oklahoma Prod. & Ret 
Pittsburgh Oil & Ga 
kk rside I ern ¢ 
Riverside I tern ¢ 
River e \ ( 


Oil Shares Moved Last Week 


Par 
Value 
S100 
10K 
100 
‘)} 

] 

100 

\ ' 
10 

\ r 

NO p 
10 
10 
No par 
100 
10 
10 
<1) 
| 
10 
10 


NEW YORK STOCK MARKET 


High Low Week’s Price 
1919 1919 Sales Oct. 18 
; 30 6,200 3534 
0 24,100 5134 
58 1¢ 100,800 250 
617% 101,800 56 
87,700 9764 
140 6 120,100 132 
11,400 21 
0 0 No sales recorded 
} } 04,400 59 
)? 18 4100 83 
61 } 97,800 5 A 
NEW YORK CURB MARKET 
50 3 1.500 
63 3 2,300 51! 
16 Yi No sales recorded 
123% 6 7,700 11% 
11 6 100 87% 
4 ) 6,700 31% 
Ri4 33% 4,400 3% 
ss 18 1,600 
159 75 700 
10) 10 4,700 
10 i¢ §,7CO 3414 
49 0 13,400 45 
9 ri 9,300 77% 
No sales recerded. 
: »() 4,500 = 
196 124 No sales reccrded. 
No sales reccrded. 
| 5 11 1,500 153% 
81 < 6,000 78 
15 834 No sales reccrded. 
2,400 
l 100 & 
65 $s 4,200 53 
3 of $3,800 77 
4 } 32,980 39 
1,000 
PITTSBURGH STOCK MARKET 
1.350 173 
( +40 1 
4 $4 
0 
OU 
4 
680 8 
10 43 
) 10 
( 13 
R50 3 
0 129 
PITTSBURGH CURB MARKET 
00 1 
Oo 
¢ 0 1 
) 0 r¢ 
00 3 
650 } 
00 26 
30.300 1.15 
3,920 12 
: Oo 
1,470 »4 
60 
N ale rep ed 
675 19 


Week’s 
High Low 
37 35 
5 51 
258 249 
5 54 
11 97 
140% 131 
oe 21 
6 60 
315 283 
61'% 56 
+8 4) 
51 47! 
11 10 
- Bz 
3 27 
4% 37 
28 27 
159 150 
18! 15! 
40'%4 333% 
49 44 
& 7 
26% 25 
15% 14 
81 78 
8 s 
Y 4 
54 5134 
R34 y 
4 39 
20 
175 169 
100 100 
*50) } 
ri 65 
1 170 
} 4 
} 41 
10 Q 
14 l 
6 
«40 2 
129 128 
1 
} } 
l 1] 
) ¢ 
*4 2 
2 2 
»S hea 
13 ] 
16 16 
4 0) 
14 13 
19 18 


Price 
Oct. 24 


18 


40 





Standard Oil 
Stocks 











Standard Oil securities are dealt with to 
the New York c 


market, the great majority of sales being nm 


only a smail extent on 


over the counters of investment bankers. |! 


this reason no record can be obtained of 
total volume of sales from day to day to 
cate the activity of any particular stock. Below 
are bid and asked quotations prevailing on the 
curb market at the close of business on e 
date given, the same quotations prevailing in the 


majority of umrecorded transactions: 


Oct. 24 1919 
Bid Asked High Low 
Anglo-American 29 30 30 
Atlantic Refg 1,500 1,550 1,550 1,0 
Buckeye Pipe 96 99 106 
Continental Oil 590 610 710 4 
Galena Signal 95 100 143 
Illinois Pipe 178 183 200 1 
Ohio Oil 368 373 405 
Penn. Mex 80 83 84 
Prairie Oil & Gas 715 730 815 ¢ 
Prairie Pipe 277 282 324 
South Penn 335 345 345 
S. O. Califcrnia 300 305 328 
S. O. Indiana 765 780 850 
S. O. Kansas 575 600 679 
S. O. Kentucky 480 500 500 
S. O. New Jerse; 718 23 795 ¢ 
S. O. New Jersey pfd. .112 113 
S. O. New Ycrk 418 423 440 
~ €) €F 520 540 545 
[ I K | 128 133 146 
\ il ( 445 } 490 
UNLISTED SECURITIES 
By Carl H. Pforzheimer & Co. 
Par Oct. 24 1919 
Value Bid Asked High Low 
I s Pa C.&0O.$100 1736 1780 1980 
Magnolia P ( 100 $60 180 $80 
H ( x Ret 100 660 680 680 
Gulf Oil Cory 100 505 515 515 
Tide Water Oil 100 240 245 250 
MISCELLANEOUS STOCKS. 
The following are bid and asked p! 
ruling at the close of business on 
date given n the Cleveland stock n 


ket, with the high and low marks rea 


so far this year: 
Par Oct. 24 1919 
Value Bid Asked High Low 
Cities Ser $100 458 462 477 
Cities Serv p 100 76 77 82 
National Retg 100 370 374 380 
Natior Retg | 100 129 131 
Paragon Retg 100 28 29 35 
Parag Retg pid. 100 100 101 103 








